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ON OUR COVER is Randall Vosbeck, FAIA of the firm УУКВ, Inc. Mr. Vosbeck became 
President of the American Institute of Architects this month. For more details, see this 
month's guest editorial on page 5. 
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1981 


АЗ | write this on the morning after the Presidential election, the word "leadership" seems to be a 
rticularly appropriate topic. It is perhaps a quirk of fate that itis also particularly appropriate for 
editorial appearing in this issue of the Virginia Record. magazine. The cover photograph on this 
sue is of Randy Vosbeck, FAIA, a member of the Virginia Society who becomes President of the 
merican Institute of Architects during the month of December. John Marfleet, AIA, becomes 
esident of the Virginia Society on January 1. 
Leadership is one of those hard-to define words. Most people find it easy to conceive of elected 
rship. The Presidency, whether of the United States or of the 
of the Virginia Society AIA, is clearly a leadership position. But 
ed as exercising an influence over the actions of others in the 


adership is more precisely defin 
rection of the leader's objectives 
We all should exercise leadership in some area. If we believe that what we personally are striving 
accomplish is desirable—and surely we all do—then it seems to follow that we should be striving 
get others to pull in the same direction. Just because those in “positions of leadership"—elected 
Ificers—are better able to accomplish their goals than those not in that position, the latter are not 
ereby relieved of any leadership obligation; they merely have to work harder! 


Seen in that light, here is a view of the events of 1980 and the prospects for 1981 as seen through 
e eyes of one Virginia architect: 


WE ARE PROUD of Randy Vosbeck's ascen 
heightened when we realize that Vir 


period of transition and growth. The officers, directors, and 
ommittee chairmen who have led us during this past year, and whose terms expire the end of this 


g the groundwork for this revitalization. Ou 


enforcement, practicality, and 
regulation to back us up, we mu: 
construction industry of the im 
follow it. The consquences co 
industry because they tried t 
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GUEST EDITORIAL 


By 
Frederick E. Baukhages, IV, AIA 


efficient cars, rather than leading that tren 
AS AN ASIDE, | call your attention to the 
ginia Society Design Award winners announ 


| 
. Metro- 
| іп this issue. You will note that several 


О singled out for recognition for energy-efficie 

| The proven answer to your parking problems | And note the cover photo again. Randy Vosb 
is standing inside his new home, which 

designed with total energy consciousness. It 

| statement of the "state of the art" in ene 


Precast concrete for strength, permanence conservation, and as such contains some f 
and beauty. Faster construction and tures which are not yet commercially feasi 
minimum site disruption are extra But it is on the cutting edge of the energy 15$] 


benefits. Clear span construction and that's where our profession needs to һе 
provides easier parking and LET'S ALSO LOOK BEYOND strictly pro 
traffic flow sional issues in terms of leadership. Bob Wa 
ington, АА, is a member of the Virginia беп 
Assembly, providing leadership in many ar 
affecting the daily lives of Virginians. We 
proud to have one of our members servin 
this capacity; our pride is heightened bythef 
that he is one of only a handful of archite 
nationwide to hold such a position. Our rea 
for pride, however, should also be a reason 
concern. Why are there so few? What grou 
better trained and prepared than architects 
look at problems in all their complexity and t 
to design workable solutions? The last archit 
to serve as U.S. President was a Virginia arc 
TEE, Е tect but that was nearly 200 years ago! 


Аттсо Equipment, Inc). 2 


exercise this kind of leadership, as the news 
the past-year demonstrates. Fernando Belaun 
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Terry, Hon. FAIA, was inaugurated President 
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For additional 
information on how 
METRO-SPACE can 
help solve your 
parking problems 
write or call today. 


Nobel Peace Prize. Virginia's architects are al 
providing leadership, as this editorial has de 
onstrated 

We can't all be President or Nobel Laureat 
or even legislators. But we do, all of us, һа 
areas where we could provide leadership. Wh 
ever that area may be, we have а responsibili 
to act on И. Instead of sitting back and wishi 
others understood as well as you, get out 
front of the crowd and lead! 


Peru as the first elected president following 
801 UNION ST eCONCRETE & MASONRY ACCESSORIES 


years of military rule. Adolfo Perez Esquivel, 
architect from Argentina, received the 1 
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Roanoke, Virginia 


Architects from Roanoke, Richmond, and 
rthern Virginia will fill the top leadership 
sts in the Virginia Society of the American 
titute of Architects during 1981. In elections 
d during the Society's Annual Meeting the top 
е posts were filled as follows: 


John A. Marfleet, AIA, will become Presi- 
ї of the Society. He has served as First Vice 
psident and President-Elect during 1980. Mar- 
et is employed by the Roanoke firm of Hayes, 
Ву, Mattern & Mattern. 


Donald L. Strange-Boston, AIA, a Principal 
the Richmond firm of Jones and Strange- 
Bton, has been elected First Vice President 
рт that position he will automatically ad- 
се to the presidency of the Society in 1982 


А] || 
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tate Architects Elect 1981 Officers 


—86. Revell Michael, Jr., AIA, will become the 
Society's Second Vice President. He and his 
wife, Linda H. Michael, AIA, are Principals in the 
Alexandria firm of Michael and Michael Inc 


—Paul Н. Barkley, Jr., AIA, a Principal in the 
Falls Church firm of Barkley Pierce O'Malley 
Architects and Planners, has been elected to a 
second one-year term as Treasurer. 


—Richard L. Ford, Jr., AIA, of Glave Newman 
Anderson and Associates, Inc., in Richmond, 
has been elected to a two-year term as Secre- 
tary. 


Ortrude White, AIA, (Virginia Housing Devel- 
opment Authority, Richmond) and Oscar Е 
Northen, Jr., AIA (Northen and Durham, Inc.. 
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NEWS 


VIRGINIA SOCIETY 
AMERICAN INSTITUTE OF 
ARCHITECTS 


Virginia Beach) were elected to two-year terms 
as Directors-at-Large. 

Michael F. LeMay, AIA, of Reston and George 
L. Sullivan, Jr., AIA (Smithey & Boynton, Roa- 
noke) will be serving out the second year of their 
two-year terms as Directors-at-Large. Together 
with seven Directors to be named later by the 
four component Chapters within the state, this 
group will make up the governing body of the 
850-member statewide professional society. 

The Virginia Society of the American Institute 
of Architects was formed in 1976 through the 
merger of the Virginia Chapter and the Northern 
Virginia Chapter. Headquartered in Richmond, it 
is affiliated with the national American Institute 
of Architects and serves the needs of the profes- 
sion at the state level. 


АТА NEWS 


(Continued) 


Awards Criteria for Architects in Virginia 
THREE DISTINGUISHED SERVICE AWARDS 


All accredited members of the architectural 
profession are expected to seek and maintain а 
high level of competency in their work, to be 
good citizens and helpful to their community, 
their professional colleagues and to their fellow 
man. In all respects they are considered to be 
persons of the highest personal integrity and 
worth. To meet these standards is expected of a 
member of a learned profession and therefore 
awards for accomplishing same would not be 
appropriate. To be fully meaningful, awards 
should be given for work and effort of an 
extraordinary type above and beyond the ex- 
pected levels of performance. 

Achievements in our professional life may be 
noted and recognized indicating an especial 
degree of excellence by an Architect or his firm 
Three individual citations of a more personal 
nature wherein one's colleagues acknowledge 
outstanding effort and worthiness of a peer are 

FELLOWSHIP in the Institute which has been 

awarded to twenty-three of Virginia's current 
Architects in the period from 1940 to 1979. Such 
recognition is based upon professional activity 
of such a nature as to have had an impact of а 
national scope or of such an uncommon degree 
of outstanding excellence on the Virginia scene 
to have been thought worthy of notice by the 
Institute. Fellowship in the AIA is presently held 
by approximately 7% of the national member- 
ship. 
The NOLAND AWARD was developed in 1967 to 
more specifically honor a Virginia Architect who 
had reached outstanding levels of performance 
and achievement in the profession, but had not 
necessarily operated in a framework of activity 
to have had impact on the national scene. It is 
essentially a once a year recognition and is 
considered the highest award that can be given 
to a Virginia Architect by his Virginia col- 
leagues. 


The DISTINGUISHED SERVICE AWARDS initiated 
in 1979 can be given to as many as three Virginia 
Architects in a single year as recognition for a 
similar degree of achievement and especial ser- 
vice to the profession. Recognition can be given 
to Architects who may have operated on a local 
or a regional level and may not as yet had suffi- 
cient opportunity to have impact ona statewide 
level. 
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The basic points of criteria for judging such 
specialized efforts is the same or similar in 
reviewing the qualifications for each of the 
above awards. They are: 

1. Design—(General, Specific Bldg., Group 
of Bidgs.) 

2. Service to Architectural Education 

3. Architectural Literature 

4. Outstanding Public Service 

5. Service to and Advancement of the Pro- 
fession 

6. Historic Preservation and Conservation 
of National Resources 

7. Architectural Practice—Leadership with 
Distinction 

8. Science of Construction 

9. Architectural Research 

10. Urban Design—Planning 

11. Special Achievements in Government or 
Industry 

We are, at this time, pleased to announce the 
recipients of the 1980 Distinguished Service 
Awards. 


Thomas Albert Kamstra 

This 1980 recipient of the Virginia Society, AIA 
Distinguished Service Award is an architect 
who truly practices architecture as a dedicated 
professional; continually serves the profession 
with contributions and leadership; and has pro- 
jected a presence of an architect to the lay 
community that is complimentary to us all 

He has been active in support of intelligent 
land use legislation and policies in Virginia and 
has demonstrated guidance and concern for the 
protection of Virginia's historic resources 

He has served as a teacher and a guest critic 
at several of Virginia’s schools of architecture 
and has maintained an on-going interest in guid- 
ing young people in their quest for design educa- 
tion 

He helped to guide the formulation of the Vir- 
ginia Society AIA and has held numerous lead- 
ership offices and responsibilities with the so- 
ciety, including that of president 

High design and professional practice stand- 
ards have been a hallmark of his firm and a 
credit to the profession 
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Charles C. Justice 
His long career as a partner in one of 
ginia's leading architectural firms has been 
able in itself, but the remarkable degree of ti 
effort and attention given to his professio 
contributions has been exceptional and dis 
guished by the many innovative and leaders 
positions which he has successfully develo! 
over the years. 

He has been particularly cited for the pass 
of the act permitting corporate practice and 
bill defining the practice of architecture. 
initiated the system of Policy Statements wit} 
the Virginia Chapter which greatly aided 
membership in its understanding of the vari 
professional obligations. He organized the 
ginia Architect Section of the Virginia Rec 
thereby giving the profession in the stat 
monthly vehicle for exposure of its good м 
efforts 
The recipient served ten years on the 5 
Registration Board and was its Presiden 
1963. His work on other very special ti 
groups, both statewide and nationwide, 
always much valued and these unusual prob 
areas were always greatly benefited by his К 
and dedicated output toward the bettermen 
his profession 


Henry B. Boynton 
Leadership and Service are the key word 
describing this recipient's long-term contri 
tions to architecture and his community. 
registration as a Professional Engineer in Vi 
nia in 1925 was followed by Registration a 
Architect in Virginia іп 1930. He becam! 
member of the Virginia Chapter AIA in 1 
served on the board of Directors in 1952, 1 
and 1956, was vice president in 1954 and pr| 
dent in 1955. Membership in the Virginia Soci 
AIA and the Blue Ridge Chapter followed, f 
January 1, 1976 to the present time 

He was a member of the State Registra 
Board for Architects, Professional Engin 
and Land Surveyors from 1962 until 1972, 
was president of that Board in 1967. 

His service on National AIA committees 
cluded: Licensing and Internship in 1969, 
Credentials in 1970 
Boynton was an instructor at Virginia Р 
technic Institute—1921-1923 in the Architect 
Engineering Department, and 1933 (One Quar| 
in the Applied Mechanics Department 

In 1980, he became president of Smithe 
Boynton, Professional Corporation, Archit 
and Engineers, Roanoke 
The aforementioned activities, coupled 
his leadership as an individual and as ап аг 
tect in both private and public service fields, 
a credit to the profession of architecture ап 
Henry B. Boynton, the man 
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Virginia Architecture Honored for Excellence in Design 


Twelve buildings designed by Virginia architects were recipients of recognition for excellence in design, conferred by the Virginia Society of th 
American Institute of Architects at its annual meeting held in Blacksburg, October 3, 1980. 

Recognition was a result of the Society's biennial Design Awards Competition, which this year garnered 97 entries by Virginia architects. Winner: 
were selected by a distinguished jury of outsiders: John C. Harkness, FAIA, nationally-known architect of The Architects Collaborative in Boston 
Mark Hampton, FAIA, also a nationally known architect in private practice in Miami; and William B. Moore, Jr., Hon. AIA, recently retired fro’ 
Reynolds Metals Company 

The purpose of the competition is to recognize those projects which are outstanding in their design and the architects who designed them, and t 
call to the attention of the public both the architecture and the architects. A traveling display of the winning projects will circulate to all parts of th 
state over the next year. In addition, plaques will be presented to building owners for mounting on the exteriors of the winning buildings, as a 
additional means of calling superior architecture to the attention of the general public. 

The 12 winning projects, all of which were completed within the last five years are: 


Loudoun County Administration Building 

—The new Loudoun County Administration 
Building in Leesburg, was designed by the Res- 
ton architectural firm of KDA (Kamstra, Dicker- 
son & Associates). Located in the heart of the 
town’s historic district, the building was recog- 
nized for its unique solution to a classic problem 
in architecture: how to meet present day needs 
while preserving the charm and heritage of the 
past, Too often the solution is one of two 
extremes: imitative design which cheapens the 
impact of the classic structures around it, ora 
dominant modern structure which thumbs its 
nose at its surroundings. In this case the archi- 
tects designed a contemporary structure which 
adds to, rather than detracting from, the impor- 
tance of its neighboring historic environment 
While clearly contemporary. it contains selected 
stylistic elements of Colonial design More im- 
portantly, it is a linear. low-rise structure along 
one boundary of the county office complex. It 
serves as a “backdrop” to the Colonial-era 
courthouse and brings a new sense of impor- 
tance to the Courthouse Green. (In addition to 
the Design Award, this project received the Vir- 
ginia Masonry Council Award for the best sub- 
mission incorporating masonry in its construc- 
tion.) 

Landscape Architect, William Potts, ASLA * 
Mechanical Engineer. Glassman, LaReche e Electrical 
Engineer. Glassman, LaReche e Structural Engineer, 
Fortune, Downey, Elliott. Ltd. • Civil Engineer. Dalash- 
mutt Associates e Interior Design, KDA ® General 
Contractor. Whitener and Jackson. Inc. е Photo- 
graphy, Robert Lautman. КПА. 
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Mill Point Townhomes 

—Mill Point Townhomes near downtown 
Hampton, was designed by the Virginia Beach 
firm of Walsh-Ashe-Dills for Hall Development 
Corporation. This multi-family townhouse de- 
velopment takes advantage of desirable fea- 
tures of its surroundings while compensating 
for undesirable aspects. The site is surrounded 
on three sides by the Hampton River Develop- 
ment was based on two concentric rings, with 
the outer ring looking toward the river view and 
the inner ring looking upon a centrally-located 
pond. Taking advantage of its proximity to a 
“downtown mall” area and an existing loop 
walk system, a pedestrian riverwalk ties the 
development to its surroundings This pedes- 
trian walk/street at the water's edge also allows 
each living unit maximum view of the river 
Living rooms, bedrooms, and decks in each unit 
are positioned to take advantage of this view 
The principal disadvantage of the site is its 
vulnerability to periodic flooding. To compen- 
sale, garages are placed on the grade level 
with all living spaces above them. 

Landscape Architect, Edward 6. Carson, ASLA and 
Associates • Mechanical Engineer. Bowman and 
Associates, PC Electrical Engineer, Bowman and 
Associates, PC © Structural Engineer, Abiouness. 
Cross and Bradshaw, Inc. е Civil Engineer, Engineer- 
ing Services, Inc. Developer, Hall Development Cor- 
poration © Photography, Taylor Lewis & Assoc. 
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Callahan Residence 

—Anew private residence for Dr Carolyn Ci 
lahan, located in Ivy, (near Charlottesville) w 
designed by the Charlottesville firm of Smi 
Armstrong, Landow, Architects, Inc (Frank Р 
som Smith & Partners, Architects, Inc.). B 
active and passive solar design are becomi 
increasingly important in the "post-petroleu 
world. This two-bedroom single-family re 
dence uses active solar panels to provide 
water. It incorporates a "thermal envelope" p 
sive solar concept, with heated or cooled 
naturally circulating around the residence T 
passive solar system 15 expected to provi 
1009; of heating and cooling needs; the o 
backup system is a small wood fireplace/sto| 
in the living/dining area. The two-story wo 
frame structure recalls the traditional "salt b 
shape. A full two-story greenhouse along t| 
south side affords excellent views, serves а: 
solar collection area, and provides space for t 
owner's interest in hydroponic food producti 
The home is carefully situated on its stee 
sloping mountainside lot, protecting seve 
large oak and elm trees on the south which 
as summer shading. The site has been return 
10 its original wooded state, with the ho 
blending into the surroundings. 

Project Architect, Dan deBeltencourt e Structu 
Engineer, Dunbar. Milby & Williams e General Ci 
tractor, Shelter Associates. Ltd. 
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0п210 5 of Rosslyn 
The new McDonald's restaurant in the Ross- 
area of Arlington, was designed by the 
inna firm of Salditt, Lipp & Helbing, Ltd. The 
hitects are commended for designing a build- 
which meets the owners' specific require- 
ints, one that is unique yet compatible with 
er structures in the area, a structure which is 
asing and inviting on its exterior and spa- 
us and exciting to those dining inside. The 
Iding was designed on three levels due to the 
ping site and the fact that adequate dining 
as for 350 could not be contained in two 
els. Two of the levels can be closed off during 
-peak hours. Extensive use was made of 
ped glazing and skylights, and the interior 
5 opened up between levels to allow natural 
ht to penetrate all dining areas on all levels 
Id create a feeling of openness 

lechanical Engineer, George Ira Worsley, Jr. & 
ociates е Electrical Engineer, George Ira Worsley, 
8 Associates * Interior Design, Hansen & Asso- 
les е General Contractor, Hughes & Smith, Inc. e 
tography, David A. Lipp. 


solidated Administration Building 

The Consolidated Administration Building 
the Radford Army Ammunition Plant in Rad- 
d, was designed by the Richmond firm of 
ell Associates, Inc. This building was singled 
t for recognition as proof that an office build- 
, even in a munitions plant, doesn't have to 
k like a fortress. The architects achieved a 
el of significance through, the use of clean, 
ong lines. That success is further emphasized 
the fact that building materials had to be 
lected for blast-resistant qualities, since a 
T blast area (part of the arsenal set-up of the 
ility) is located nearby. The ground level of 
building. containing all service areas, is 
scured from direct view by earth berms 
cessed tempered glass and precast exterior 
nels provide a simple yet distinctive appear- 
ce to the upper three office floors while 
lisfying the blast resistance requirements 
eneral Contractor, Carney General Contractors e 
lotography. Gordon Н. Schenck, Jr. 


nidad Community Center 
—Trinidad Community Center in Washington, 
., Was designed by the Falls Church firm of 
hn Keegan Associates. In resolving the com- 
nity's need for a recreational and multi- 
rpose facility that would be resistant to van- 
lism and require minimal maintenance, the 
chitects designed a playful "castle" which 
tracts those it is intended to serve while con- 
buting positively to the identity of the com- 
unity. The organization of the Center permits 
ntrolled access to each activity area while 
inimizing interference between them. Bridges 
d openings in the stair towers provide "play 
stle” views for those inside; together with the 
ncrete standards above the parapet (housing 
e site and rooftop lights) they add to the play- 
1 aspect of the structure. Rounded corners 
duce the building's impact on the site and 
sually increase the size of the major spaces 
oftops are used for roller skating, games, or 
mmunity gatherings, expanding the facility's 
with no loss of open ground space. 
Landscape Architect, Densil Jenkins e Mechanical 
gineer, Myers and Hinds © Electrical Engineer. 
yers and Hinds © Structural Engineer, Fortune, 
wney. Elliott e General Contractor, Weiss Construc- 
п, Inc. е Photography, Tony Hathaway. 
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Kiddie Country Day Care 

—Kiddie Country Day Care in Burke Center, 
was designed by the Reston firm of Abrash Eddy 
& Eckhardt Architects Inc. This building was 
designed to accommodate 165 children, both 
preschoolers and six-to-twelve year olds (be- 
fore and after school) as well as a variety of 
community uses. The design provides for a 
warm, natural learning atmosphere while main- 
taining harmony with its spacious, wooded site 
Wood is used extensively for both interior and 
exterior surfaces. A combination of skylights, 
glass doors, picture windows and patios blend 
the indoor activity with the outdoors. Younger 
children have separate, protected play space 
immediately outside their classrooms. while 
older chldren have direct access to a variety of 
play area activities. 

Mechanical Engineer. Cox Associates e Electrical 
Engineer, Cox Associates е Structural Engineer, 
Guldu-Fernandez • Civil Engineer, Dewberry, Nealon 
8 Davis е General Contractor, Tri-County Construc- 
tion, Inc. е Photography, Philip Eddy. 


Mutual Federal Savings & Loan Association 

—Mutual Federal Savings Home Office is 
located across the street from the Chrysler 
Museum and was also designed by Williams and 
Tazewell. The Corporate Headquarters for the 
owner is diagonally across the street. That fact 
generated the diagonal design of this structure, 
symbolically tying the two facilities together 
Landscaping reinforces the diagonal relation- 
ship. The quality image desired by the owner is 
achieved through choice of building materials 
and the basic design. Solar application, another 
concern of the owner, is achieved through the 
incorporation of solar panels on the sloping 
south wall. Here, as elsewhere in the building, 
incorporation of practical requirements con- 
tributes to, rather than detracting from, the 
integrity of the design 

Mechanical Engineer, Vansant & Gusler е Electri- 
cal Engineer, Vansant & Gusler е General Contractor, 
E. T. Gresham Co., Inc. е Photography, Lawrence s. 
Williams. Inc. 


Fraim Residence 

—Expansion of an existing beach cottage in 
the Sandbridge area of Virginia Beach into a 
year-round residence for the family of Thomas 
E. Fraim, also designed by Walsh-Ashe-Dills of 
Virginia Beach. The local building code required 
that all new living spaces be above twelve feet 
elevation and be constructed on pilings. The 
architects’ solution involved the addition of 
adult sleeping areas and double-height living 
spaces above and to the rear of the existing 
one-story flat-roof masonry block cottage. The 
existing cottage was renovated to provide 
children's spaces. Except for a portion removed 
lo create a stair tower, the existing roof was 
developed as a deck overlooking the ocean 
Elongated sidewalls were added to envelop the 
existing cottage, shielding the deck from harsh 
winds and providing privacy. A garage and 
storage space were added beneath the new liv- 
ing area. Additions to houses all-too-frequently 
are made with little or no thought given to any- 
thing beyond increased living area. In this 
case, the finished product is a unified whole. Out 
of an insignificant cottage, the architect has 
created a stunning residence. 

General Contractor, E. C. Miller 8 Sons, Inc. © 
Photography. Tamte-Wilson. 
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Townhouses for Ghent Square 
—Townhouses for Ghent Square. located in 
the downtown urban redevelopment area of 
Norfolk, were designed by the Williamsburg 
firm of Carlton Abbott and Associates for Hall 
Development Corporation. One of the prime 
planning objectives of the city's Redevelopment 
and Housing Authority is to encourage "middle 
income" people to settle in the central city. The 
awards jury felt that the architect had done a 
commendable job in developing a townhouse 
concept that will help achieve that objective. the 
basic unit plan was designed so that it could be 
flipped" to give architectural interest while still 
preserving the economy of construction. Use of 
clapboard wood siding, strong roof shapes, and 
two-story scale relate the development to struc- 
tures of the existing nearby neighborhoods. the 
resulting facade reinforces the “streetscape.” 
Landscape Architect, Edward G. Carson and Asso- 
ciates e Structural Engineer. Randall Strawbridge • 
General Contractor, Hall Development Corp. е Photo- 
graphy, Taylor Lewis & Assoc. 


Chrysler Museum Addition 

—An addition to the Chrysler Museum in Nor- 
folk, was designed by the Norfolk architectural 
firm of Williams and Tazewell. The addition was 
treated as a separate element, while maintain- 
ing existing heights and matching the texture 
and color of limestone panels in the older part of 
the museum. Its sculptural form, playing off a 
solid cube whose surfaces are pushed, pulled 
and eroded away, fills in an L-shaped space of 
the existing museum. The connection of old and 
new was recessed to form a main entry to the 
museum, with a raised plaza to match existing 
floor heights and to develop a more formal 
entrance 

Electrical Engineer, Vansant & Gusler Consulting 
Engineers • Interior Design, Designworks © General 
Contractor, Е. Т. Gresham Co., Inc. е Photography. 
Lawrence Williams. 


W. W. Gordon Elementary School 

—W. W. Gordon Elementary School іп Ches- 
terfield County, was designed by Moseley- 
Hening Associates, Inc.. of Richmond. Flexibil- 
ity and energy-conscious design are the hall- 
marks of this elementary school. Classrooms 
are clustered around common seminar and spe- 
cial activity spaces for use by teachers and 
students. Maximum flexibility in teaching ap- 
proaches (traditional through the "open" con- 
сер!) is achieved through use of demountable 
partitions within each cluster. The library is cen- 
trally located and becomes a part of the build- 
ing's circulation pattern, encouraging its use by 
students. Multipurpose activity spaces. located 
near the two main entrances, can be used after 
school hours while maintaining security in the 
remainder of the building. Energy conservation 
features include an active solar domestic hot 
water system, earthen berms around the build- 
ing. and double-glazed windows shaded by 
large overhangs. Construction costs on a per- 
pupil basis were the second-lowest of all new 
elementary schools initiated in the state during 
the same year, yet the building achieved an 
estimated 35% energy savings during its first 
year of operation 

Mechanical Engineer, Hankins and Anderson, Inc. e 
Electrical Engineer, Hankins and Anderson, Inc. * 
Structural Engineer, Dunbar, Milby and Williams e 
General Contractor, Andrews Large & Whidden, Inc. e 
Photography, Huffman Studio. 
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Consolidated Administration Building 
Radford Army Ammunition Plant, Radford 
Department of the Army—Owner 

Odell Associates, Inc.—Architect/ Engineer 
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‚ W. Gordon Elementary School 


hesterfield County School Board—Owner 
oseley-Hening Associates, Inc.—Architect 
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Trinidad Community Center 


Washington, D. C. 
District of Columbia Department of Recreation—Owner 


John E. Keegan, AlA—Architect 
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cDonald’s of Rosslyn 

Arlington 

cDonald's Corporation—Owner 

Баа Lipp & Helbing, Ltd.—Architect/ Engineer 
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Mill Point Townhomes 


Hampton 
Hall Development Corporation—Owner 
Walsh, Ashe, Dills Associates, AIA —Architect 
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гаїт Residence 

irginia Beach 

homas E. Fraim—Owner 

alsh, Ashe, Dills Associates, AIA—Architect 
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Chrysler Museum Addition 


Norfolk 
City of Norfolk—Owner 
Williams and Tazewell & Associates, Inc.—Architect 
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шиа! Federal Savings & Loan Association 
ome Office, Norfolk 

utual Federal Savings & Loan Association—Owner 
illiams and Tazewell & Associates, Inc.—Architect 


р tell the Virginia Story DECEMBER 1980 


Callahan Residence 

Peacock Hill, Ivy 

Dr. Carolyn Callahan—Owner 

Frank Folsom Smith & Partners, Architects, Inc.— 
Architect/ Engineer 
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oudoun County Administration Building 
eesburg 

oudoun County—Owner 

amstra, Dickerson & Associates—Architect 
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Kiddie Country Day Care 


Burke Center 
Fred Lowery—Owner 
Abrash Eddy & Eckhardt Architects, Inc.— Architect 
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ownhouses for Ghent Square 


orfolk 
all Development Corporation—Owner 


arlton Abbott & Associates—Architect 
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Consolidated 
Administration 
Building 


Carney General Contractors of Boise, Idaho 

was general contractor for the project 
Subcontractors & Suppliers 

Adams Construction Co., Roanoke, paving 
contractor; Joe Bandy & Son, Inc., Roanoke, 
excavating; Tri-City Erection, Johnson City, TN, 
steel joists & steel roof deck; Leonard Smith 
Sheet Metal and Roofing, Inc., Salem, water- 
proofing, built-up roof & roof insulation; E. S. 
Chappell & Son, Inc., Richmond, caulking; John 
Н. Hampshire, Inc., Roanoke, gypsum board 
contractor, acoustical treatment & special floor- 
ing; E. Caligari & Son, Inc., Norfolk, painting 
contractor, special wall finish & wall covering; 
Otis Elevator Co., Roanoke, elevators; Wright Air 
Conditioning & Plumbing Co., Kansas City, МО, 
air conditioning contractor; New River Electrical 
Согр., Roanoke, electrical contractor; and Con- 
gren, Inc., Beltsville, MD, food service equip- 
ment. 


W. W. Gordon 
Elementary School 


Andrews Large & Whidden, Inc. of Farmville 
was general contractor and handled sodding, 
seeding, etc., landscaping, foundations, con- 
crete work, carpentry, structural wood, wall 
insulation and foundation insulation. 

Subcontractors & Suppliers 
(Richmond firms unless noted) 

W. E. Duke & Sons, Inc., Glen Allen, excavat- 
ing, landscaping contractor & paving contrac- 
tor; Bowker & Roden, Inc., reinforcing supplier; 
Economy Cast Stone Co., precast concrete supp- 
lier; Henco, Inc., Sandston, masonry contrac- 
tor/supplier & mortar; S & W Steel Co., Inc., steel 
supplier/erection/joists & miscellaneous metal; 
Bonitz Insulation Co. of Eastern Carolina, Inc., 
Goldsboro, NC, light weight concrete & insulat- 
ing roof deck and roof insulation; Weaver 
Brothers, Inc., Newport News, millwork, cab- 
inets & wood doors; Alexander Waterproofing 
Co., waterproofing; E. S. Chappell & Son, Inc., 
caulking; Richmond Roofing Со., Ashland, built- 
up roof & sheet metal; and Richmond Glass 
Shop, Inc., glass & glazing contractor 

Also, Lockhart Manufacturing Co., Charlotte, 
NC, metal doors & frames, windows, window 
wall & storefront; Pleasants Hardware, hard- 
ware supplier & toilet specialties; A. Bertozzi, 
Inc., plaster contractor; E. J. Puma & Asso- 
ciates, Inc., ceramic, quarry & marble tile; Man- 
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son & Utley, Inc., acoustical treatment & resil- 
ient tile; Miller & Rhoads, Inc., carpet; M. P. 
Barden & Sons, Inc., painting contractor/supp- 
lier; Benjamin Moore Paint, paint manufacturer; 
J. S. Archer Co., Inc., operable partitions & rol- 
ling shutters; Standard Electric Time Corp., fire 
protection and alarm equipment & clock sys- 
tem; Noland Co., plumbing fixture supplier; Cap- 
ital Mechanical Contractors, Inc., plumbing/ 
heating/ventilating/air conditioning contractor; 
Wesco (Westinghouse), St. Louis, MO, electrical 
equipment supplier; and Hill Electric, Inc., 
Mechanicsville, electrical contractor (Lightolier 
/General Electric/Lithonia fixtures). 

And, Janosko Food Equipment Corp., food 
service equipment; Atlas Fence Co., Inc., chain 
link fence; Lyon Metal Products, Inc., metal 
lockers; Modern School Equipment, Inc., chalk & 
tackboards; Westinghouse, solar water heating 
equipment; and Hamner Sound, Inc., communi- 
cation system 


Trinidad 
Community Center 


Weiss Construction, Inc. of Beaver Heights, 
Maryland, was general contractor for the 
project 

Subcontractors & Suppliers 

Minority Truckers, Inc., Washington, DC, ex- 
cavating; S. Burgess Const. Co., Capital Heights, 
MD, water & sewer; Strescon Industries, Inc., 
Baltimore, MD, concrete contractor, prestressed 
concrete; Shockey Brothers, Inc., Winchester. 
prestressed concrete supplier; Buffalo, site con- 
crete supplier; American Masonry Co., Inc., 
Kingston, MD, masonry contractor; Supreme 
Block Co., masonry supplier; Kendall Construc- 
tion Co., Towson, MD, cement masons; Pagliaro 
Stone Co., Inc., Oxon Hill, MD, stonework con- 
tractor; Columbia Welders and Ironworks, Inc., 
Silver Spring, MD, miscellaneous metal; Gree- 
steel, Inc., Lorton, carpentry & chalk & tack 
boards; Richard |. Schoenfelder, Fairfax, саг- 
pentry; and James 6. Davis Construction Corp., 
Rockville, MD, carpentry. 

Also, Virginia Roofing Corp., Alexandria, 
built-up roof & roof insulation; A & E Insulation 
Co., Laurel, MD, wall insulation; Greenwald 
Industrial Products, Inc., Hyattsville, MD, sheet 
metal; Evanshaw Co., Inc., Kingston, MD, sheet 
metal; John H. Hampshire, Inc., Bladensburg, 
MD, plaster contractor; Square D, gypsum board 
supplier; Standard Art Marble & Tile Co., 
Landover, MD, ceramic tile; Fairfax Tile & 
Linoleum Co., Inc., Springfield, resilient tile; 
United Painters & Decorators, Beltsville, MD, 
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Credits 


painting contractor (Columbia Coatings); Walta 
A. Braun, Paramus, NJ, gym bleachers; Rober 
shaw Controls Co., Richmond, heating contraq 
tor; Adkinson & Keller, Washington, DC, ve 
tilating/ air conditioning contractor; Helle 
Electric Co., Inc., Brandywine, MD, electrica 
contractor; and Hough Manufacturing Corp 
Janesville, WI, folding partitions supplier. 


McDonald's 
Of Rosslyn 


Hughes & Smith, Inc. of Fairfax was generd 
contractor and handled excavating, founda 
tions, concrete work, reinforcing, carpentry a 
gypsum board. 

Subcontractors & Suppliers 

Steele & Moroney, Inc., Alexandria, piling 
Virginia Concrete Co., Inc., Alexandria, concret] 
supplier; Donald M. Blue Construction, In 
Merrifield, masonry contractor; Boren Clal 
Products Co., Greenville, SC, masonry mani 
facturer; United Materials & Services, Inc} 
Vienna, masonry supplier; Flamingo Мола 
Riverton, mortar; Southern Iron Works, Inc| 


McLean, waterproofing; J. J. Berry & Son, Inc 
Arlington, caulking, painting contractor & ма 
covering; and Orndorff & Spaid, Inc., Beltsvilld 
MD, built-up roof. 

Also, Owens-Corning Fiberglas Corp., Toledd 
OH, roof insulation; Davenport Insulation, Inc. 
Springfield, wall insulation; Associated Glas 
Co., Inc., Fairfax, glazing contractor; Walsh 4 
Koehler Glass Co., Inc., Mt. Rainer, MD, meta 
doors & frames; & hardware supplier; Arlingto 
Lumber & Millwork, McLean, wood doors 
Kawneer Co., Inc., Harrisonburg, windows 
window wall & storefront; Edgar K. Jones, Jr. 
Inc., Arlington, plaster contractor; Dowell Til 
Co., Inc., Gaithersburg, MD, ceramic tile 
Southern Floors & Acoustics, Inc., Merrifield 
acoustical tile & resilient tile; and Glidden Pain 
Cleveland Ohio, paint supplier/manufacturer. 

Others were: General Automatic Sprinkler: 
Co., Columbia, MD, sprinkler contractor; J & 
Aitcheson, Inc., Kensington, MD, plumbing 
fixture supplier; Acker & Sons, Inc., Kensington 
MD, plumbing contractor; Air Comfort o 
Maryland, Inc., Springfield, heating/ventilat 
ing/air conditioning contractor; Tristate Electri¢ 
Supply Co., Rockville, MD, lighting fixtures/elec: 
trical equipment supplier; Brand Electrica 
Construction, Inc., Manassas, electrical con. 
tractor; EPI Architectural Systems, Inc., Pitts 
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игаһ, РА, skylights manufacturer; and 
oanoke Engineering Sales Co., Inc., Richmond, 
kylights, installation. 


ill Point 
ownhomes 


Hall Development Corporation of Norfolk 
cted as developer of this project and handled 
andrails and carpentry for Phase 1. 
Subcontractors & Suppliers 
(For Phases | and II unless noted) 

Hampton firms were: Rea Construction Co., 
aving contractor, Phase |; Peninsula Engineer- 
g Co., Inc., paving contractor, Phase Il & site 
tilities; Chisman Co., concrete supplier; Gat- 
ng's Masonry Contractor, masonry contractor; 
enson-Phillips Co., Inc., masonry supplier; C. 
. Morgan Co., carpentry, Phase Il; Francisco's 
oofing Co., roofing & sheet metal; Economy 
sulating Co., roof & wall insulation; Walker & 
aberge Co., Inc., glass and glazing contractor; 
& N Plastering Co., exterior stucco/plaster 
ontractor; Paul Thornton Drywall, Inc., gypsum 
oard contractor, Phase |; Drywall Associates, 
c., gypsum board contractor, Phase Il; South- 
astern Tile & Rug Co., Inc., ceramic tile, Phase II 
nd resilient tile, Phase Il; Glidden Paint Co., 
aint manufacturer; Hampton Roads Electrical 
ontractors, Inc., lighting fixtures supplier & 
lectrical contractor, Phase Il; VEPCO, site 
ghting; Mallory Electric Co., electrical con- 
actor, Phase |; Pembroke Construction Co., 
с., гір-гар and seawall; and Valjar, Inc., crane 
ervice. 

And, from Norfolk were: Hall-Hodges Co., Inc., 
leinforcing & miscellaneous metal; Globe Iron 
‘onstruction Co., Inc., steel supplier; Addington- 
eaman Lumber Co., Inc., structural wood— 
oof truss & wood doors; Montgomery Doors, 
с., garage doors; Norandex Aluminum Build- 
g Products, windows; Ajax Company, Inc., 
eramic tile, Phase | & resilient tile, Phase |; 
eneral Electric Co., equipment—appliances; 
nd Winn Nursery, Inc., pool house landscaping 
Newport News firms were: Empire Block, mor- 
аг; Ranhorne & Granger, Inc., mortar; Luck 
tone Center, ornamental stonework contractor 
house numbers; Painting Concepts, Inc., paint- 
о contractor; Schertle Swimming Pools (Mas- 
r Pools), swimming pools; and Brunk Mechan- 
al Corp., plumbing fixture supplier, plumbing/ 
eating/ ventilating/air conditioning contractor 
Others were: George E. Nuttal, Concrete Con- 
ractor, Poquoson, excavating, foundations, 
oncrete contractor & exposed aggregate con- 
rete; Cedarcrest Construction Co., Charles City, 
ier piling; Greenbrier Farms, Ltd., Chesapeake, 
odding, seeding, etc., landscaping, landscap- 
Ng contractor; Virginia Beach Marble, Virginia 
each, cultured marble; Miller Manufacturing 
0., Inc., Richmond, treated wood; Trus-Joist 
огр., Richmond, floor joist; Space Builders, 
iv. of Boyce Lumber Corp., Portsmouth, PVC 
oated shelving; Akers Construction Co., Vir- 
inia Beach, wood siding; Tri-Pac, Chesapeake, 
abinets; Herrin Brothers Erection Co., Ports- 
outh, caulking; Seaboard Paint and Supply 
0., Inc., Va. Beach, hardware supplier; W. C. 
arpenter Co., Inc., Va. Beach, carpet; Mid- 
tlantic Supply, Inc. of Va., Va. Beach, fire- 
laces and greenhouse windows; and Forrest 
xterminating Service, Inc., Va. Beach, extermi- 
ators. 


raim Residence 


E. C. Miller & Sons, Inc. of Virginia Beach was 
eneral contractor and handled excavating, 
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sodding, seeding, etc., landscaping, landscap- 
ing work, handrails, carpentry, millwork, water- 
proofing and roofing. The owner, Thomas Fraim, 
handled paving, concrete work and carpeting. 
Subcontractors & Suppliers 
(Virginia Beach firms unless noted) 

Ford Pile Foundations, Inc., piling; AAA 
Welding & Repair, Norfolk, steel supplier/erec- 
tion; Globe Iron Construction Co., Inc., Norfolk, 
steel joists & miscellaneous metal: Prestige 
Kitchens of Va., Inc., cabinets; Dap, Dayton, OH, 
caulking; Leon Knight, built-up roof; Owens- 
Corning Fiberglas Corp., Norfolk, roof insula- 
tion; Interior Systems of Va., Inc., Chesapeake, 
wall insulation, plaster contractor, gypsum 
board contractor & painting contractor; Ander- 
sen, Portsmouth, windows & glass; Morgan 
Millwork Co., Portsmouth, Pease metal doors & 
frames; Burton Lumber Corp., Chesapeake, 
wood doors; Kohler of Kohler, Kohler, WI, 
plumbing fixture supplier; С. V. West & Co., Inc., 
Norfolk, plumbing contractor; Indoor Air 
Systems, Inc., Norfolk, heating/ventilating/ air 
conditioning contractor; Hillegass Lighting 
Corp., lighting fixtures supplier; and Н. W. 
Summerell, electrical contractor. 


Chrysler Museum 
Addition 


E. T. Gresham Co., Inc. of Norfolk was general 
contractor for the project 
Subcontractors & Suppliers 
(Norfolk firms unless noted) 
McCallum Testing Laboratories, Inc., Chesa- 
peake, piling test Laboratory; Winn Nursery, 
Inc., landscaping; Sullivan Mechanical Contrac- 
tors, Inc., Tidewater Div., mechanical contrac- 
tor; J. G. Wilson Corp., rolling doors; Febre Co. of 
Norfolk, Inc., plaster contractor; Ferrell Lino- 
leum & Tile Co., Inc., terrazzo; Thalia Carpet & 
Drapery Shop, Va. Beach, carpet; Тугеез Rug 
Service, Inc., Va. Beach, special flooring; K & L 
Plumbing 8 Heating Co., plumbing /heating con- 
tractor; С & P Air Conditioning Corp., air con- 
ditioning contractor; and E. Н. Ives Corp., 
lighting consultant. 


Mutual Federal 
Savings & Loan 
Association 


E. T. Gresham Company, Inc. of Norfolk was 

general contractor and handled pile driving. 
Subcontractors & Suppliers 
(Norfolk firms unless noted) 

Ferrell Linoleum & Tile Co., Inc., Travertine 
Marble setting; Colonna & Co., Inc., Travertine 
Marble material; Dover Elevator Co., elevator; 
J. C. Driskill, Inc., Virginia Beach, electrical; 
Norfolk Iron Works, structural steel; E. K. Wilson 
& Sons Plumbing & Heating, Inc., plumbing; 
Ames & Webb, Inc., grading & asphalt paving; 
Potter Construction Corp., concrete islands, 
curb & sidewalk; Anchor Fence Div., Anchor 
Post Products, Inc., chain link fencing; Economy 
Cast Stone Co., Richmond, precast concrete; 
Construction Specialties, Inc., Cranford, NJ, 
louvers; Shaw Paint & Wall Paper Co., Inc., 
painting; Febre & Co. of Norfolk, Inc., insulation 
& drywall; Ferrell Linoleum & Tile Co., Inc., 
acoustical tile; and Door Engineering Corp., 
finish hardware, hollow metal doors & frames. 

Also, Howard E. Marquart & Co., toilet parti- 
tions (Fiat, Long Island City, NY); Baker & Co., 
heating/ventilating/air conditioning contractor; 
Commonwealth Masonry, set precast masonry; 
Grover L. White, Inc., ceramic & resilient tile; 
Gresham Metal Buildings Co., Inc., metal 
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roofing; Eastern Roofing Согр., built-up roof; 
PPG Industries, Inc., glass, glazing & skylight; 
Elliot & Co., Inc., Tarboro, NC, millwork & 
cabinets; Kitchen Towne, Div. of Town Distri- 
butors, kitchen cabinets; Owen Pattern Foundry 
& Mfg. Co., Inc., bronze thresholds; Capital 
Concrete, Ine., concrete; Lone Star Industries, 
Inc., concrete; Eppinger & Russell Co., Chesa- 
peake, piles; Hall-Hodges Co., Inc., reinforcing 
steel; E. V. Williams Co., Inc., Virginia Beach, fill 
materials; Read Steel Co., Inc., Chesapeake, 
place & tile reinforcing; and Palmer Cherry, 
Portsmouth, concrete finishing. 


Callahan 
Residence 


Shelter Associates, Ltd. of Free Union was 
general contractor and handled sodding, seed- 
ing, etc., landscaping, landscaping work, foun- 
dations, concrete work, reinforcing, handrails, 
carpentry, structural wood, millwork, paneling, 
cabinets, waterproofing, caulking, wood doors, 
windows, special wall finish and ventilating. 

Subcontractors & Suppliers 
(Charlottesville firms unless noted) 

Commonwealth Energy Contractors, Inc., 
active solar panels for hot water; E. H. Hall, 
excavating; Faulconer Construction Co., Inc., 
paving contractor; H. T. Ferron Co., concrete 
supplier; Joseph Knott, roofing; Virginia Insula- 
tion Corp., roof/wall/foundation insulation; 
Glass & Plastics, Inc., glass, glazing contractor 
& metal doors & frames; Martin Hardware Co., 
hardware supplier; Frank E. Ware Plastering- 
Drywall Contractor, gypsum board contractor; 
Richard A. Oliva & Sons, Inc., glazed structural 
tile; M & R Carpet Installers, Inc., carpet; Gary 
Tingley, painting contractor; Brunk Mechanical 
Corp., plumbing fixture supplier & plumbing 
contractor; Interstate, lighting fixtures supplier; 
and Blue Ridge Services, Free Union, electrical 
contractor. 


Loudoun County 
Administration 
Building 


Whitener and Jackson, Inc. of Falls Church 
was general contractor and handled carpentry. 
Subcontractors & Suppliers 

Rodgers Excavating Co., Inc., Fairfax, exca- 
vating; Steele & Moroney, Inc., Alexandria, pil- 
ing; Porter & Cole, Inc., Merrifield, concrete con- 
tractor; Virginia Concrete, Springfield, concrete 
supplier; E. F. Cannon & Co., Alexandria, mas- 
onry contractor; AI Ciezlik, La Plata, MD, stone- 
work contractor; Arlington Iron Works, Inc., 
Manassas, steel supplier/erection/joists/roof 
deck/grating & other roof deck; and Hallmark 
Iron Works, Inc., Newington, miscellaneous 
metal & handrails. 

Also, Herndon Lumber & Millwork, Herndon, 
millwork, paneling, cabinets & wood doors; 
Prospect Enterprises, Inc., McLean, waterproof- 
ing; Wilmar Contractors, Inc., Vienna, caulking 
& painting contractor; R. D. Bean, Inc., Beltsville, 
MD, other roofing & sheet metal; Vienna Glass 
Co., Vienna, glass & glazing contractor; W. L. 
Frazier, Fairfax, metal doors & frames, win- 
dows; and J. B. Kendall Co., Washington, DC, 
hardware supplier. 

Others were, McClary Tile, Inc., Alexandria, 
ceramic tile; C & H Contracting, Inc., Bladens- 
burg, MD, acoustical treatment; Marty's Floor 
Covering Co., Inc., Alexandria, resilient tile; 
Fairfax Tile & Linoleum Co., Inc., Alexandria, 
carpet; Creative Signs, Inc., College Park, MD, 
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specialties; Montgomery Elevator Co., Roc 
ville, MD, elevators; James Е. Feeney Co., Ind 
Arlington, plumbing/heating/ventilating/air cond 
tioning contractor, & lighting fixtures/electric 
equipment supplier; The Howard P. Foley Са 
Beltsville, MD, electrical contractor; and бега 
Finn, Williamsburg, carved wood County Seal 


C НА Қ О mim 


Tri-County Construction, Inc. of Purcellevil 
J R was general contractor and handled landsca| 
/ ing, concrete work and gypsum board 
Subcontractors & Suppliers 
T. J. Crouch & Sons, Inc., Sterling, excavatin 
| N С United Masonry, Inc., Alexandria, тазопг 
Arlington Iron Works, Inc., Manassas, ste 


supplier; Manassas Millwork, Manassas, ті 
work: Н & Н Cabinets, Leesburg, cabinets; J. 
Loveless Roofing & Gutter Service, Ashbur 
built-up roof; Woodbridge Glass Co., Inc., Wood 
bridge, glass; Hardware Center, Inc., Capit 
Heights, MD, hardware supplier; Higham Са 
Inc., Alexandria, painting contractor; McCa 
Plumbing & Heating, Inc., Leesburg, plumbi 
contractor; and A-Citywide Cooling & Heati 
Co., Inc., Annandale, heating/ventilating/a 
conditioning/electrical contractor, electric 
equipment/lighting fixtures supplier 


100 Wilden Dr. - Lakeridge Park. Ashland. Virginia 23005 804 798-132! 


Townhouses for 
Ghent Square 


Hall Development Corp. of Norfolk was ge 
eral contractor and handled foundations, а 

carpentry (with Frank Togwell) 

Subcontractors & Suppliers 
(Norfolk firms unless noted) 

Winn Nursery, Inc., landscaping contracto| 
Capital Concrete, concrete supplier; Batcheldd 
& Collins, Inc., masonry supplier; KMR Roofing 
roofing; Colonial Insulation, Inc., roof insula 
U LT RA WALLS tion; Walker & Laberge Co., Inc., glazing coi 
tractor (Andersen windows); Seaboard Paint 
MOVEABLE PARTITION Supply Co., Inc., hardware supplier; Interiq 
Systems of Va., Inc., gypsum board contracto 
W. C. Carpenter Co., Inc., Va. Beach, carpe 
Painting Concepts & Interior Systems of Va 
Inc., painting contractors (exterior—Olymp' 
LATHING e PLASTERING ө DRY WALLS Stain, interior—Glidden Paint); Brunk Mechan| 
cal Corp., plumbing contractor; Boulevard Неа 
ing & Air Conditioning Co., heating; and Brook 
Electric Co., Chesapeake and American Electrid 
electrical contractors 


m. P. Lipscomb Co., Inc. 


Builders — General Contractor 
St. Reg. #166 
Phone 703-527-1171 


ARLINGTON, VA. 22210 
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AIA МЕМ/5 


(Continued) 


Architects Act 
To Conserve Energy 


Some forty architects from across the state 
Hecided to “put their money where their mouth 
8” on energy conservation and arrived at the 
ппиа! meeting of the Virginia Society of the 
American Institute of Architects by bus. 
The American Insitute of Architects (AIA) and 
ts affiliated Virginia Society have for several 
years taken a lead in promoting energy conser- 
ation in the design of buildings. The organiza- 
ion has lobbied with the federal and state 
Dovernments for stronger governmental poli- 
les on both passive and active solar energy, 
ncluding the use of tax incentives for individu- 
Als and businesses. Alone among the major 
onstruction-related organizations, the AIA op- 
posed delay in implementation of federal Build- 
ng Energy Performance Standards (BEPS), a 
battle which was lost when a one-year delay 
as approved by Washington. BEPS will even- 
ually require all new buildings to be designed to 
eet specific energy conservation levels 
"The bus idea was mostly a symbolic ges- 
ure," noted Tom Osborne, Executive Director of 
he Virginia Society AIA. "There was, of course, 
роте real energy conservation since those forty 
embers didn't drive all the way to Blacksburg 
n separate cars. But the symbolism was more 
mportant, in two respects: first, that architects 
eally mean business about energy conserva- 
ion, and equally important that energy conser- 
ation doesn't always have to mean personal 
расгіїісе." He noted that the buses, chartered by 
he Society to transport members from Tide- 
ater, Richmond, Charlottesville, and Northern 
irginia, were less expensive for the members 
han driving and were probably a lot more fun 
han a three to six hour drive alone 
But energy conservation in buildings, not in 
ransportation, was the real message of the 
Bymbolic gesture. "As their utility bills keep 
роіпо up, many people are beginning to realize 
he importance of energy conservation in their 
omes and offices. So they're spending money 
pn storm windows, additional insulation, and 
pther features we call ‘retrofitting,’ The major 
Area where we are still falling down, as а nation, 
5 that we are still building new buildings as if 


о tell the Virginia Story 


"THANK YOU FOR USING 
FAMOUS WEBSTER BRICK" 


WEBSTER Brick COMPANY, INC. 
H FAMOUS WEBSTER BRICK AND WEBLITE BLOCK 


GENERAL OFFICES ROANOKE. VIRGINIA 24004 


ROANOKE, VIRGINIA 
WEBSTER. VIRGINIA 
SUFFOLK. VIRGINIA 

SOMERSET, VIRGINIA 


IN MEMORIAM 


Richard 8. Reynolds, Jr. 


Richard S. Reynolds, Jr., Honorary Chairman 
of Reynolds Metals Company, Richmond, died of 
an apparent heart attack at his Richmond home 
on October 5, 1980. 

Mr. Reynolds initiated the Annual Reynolds 
Prize for the best use of aluminum in architec- 
ture, which is one of the more coveted awards 
available to architects. in 1970, he was named 
an Honorary Member of the American Institute 
of Architects. 

The eldest son of R. S .Reynolds Sr:, founder 
of Reynolds Metals, he joined his father's firm in 
1938 as assistant to the president and treasurer. 
In 1944, he was elected vice president and treas- 
urer, and in 1948, at the age of 40, he became 
president. 

He was elected chairman of the board in 1963. 
Mr. Reynolds resigned as chairman of th board 
in March 1976 and as a director in August 1977. 
He then was named honorary chairman of the 
board 

Mr. Reynolds' business and civic activities 
are legion. Included among the latter are— 
former presidency of the Richmond Chamber of 
Commerce; Director of the Boys' Clubs of Ameri- 
can and recipient of its Silver Keystone Award 
for outstanding support of the group. His work 
with other groups and awards earned are well 
known and too numerous to mention here. 
Above all, he earned the admiration and respect 
0f all with whom he came in contact. He will be 
missed 
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the energy crisis didn't exist. Too many people 
still look only at the initial cost when they buy a 
new home or other building, instead of the life- 
cycle cost. So builders and developers—yes, 
even architects at times—build structures that 
have to be retrofitted to conserve energy. What 
the public needs to realize is that a building 
designed with energy conservation in mind is 
far more effective than storm windows slapped 
onto one designed without regard for energy 
costs. 

"It's well worth the slight additional cost at 
the outset," Osborne concluded. "And that's the 
real message behind the architects riding the 
bus to their annual meeting. As a profession, we 
are ready, willing, and able to help the nation 
and individual clients in the battle for energy 
conservation." 


PLANTS 


EDEN, N.C. 


DECEMBER 1980 


Herrin Bros. 
Erection Co., Inc. 


CAULKING SPECIALIST 


WILLARD E. HERRIN, JR. 


P. O. Box 7153 
Portsmouth, Va. 23707 


Correction 


In our coverage of New Members of the 
Virginia Society AIA in the October issue, 
the information on Kenneth C. Magalis, 
Associate should have read: 


KENNETH C. MAGALIS, Associate 

With Heindl-Evans, Design Build Div- 
ision 

1976 Graduate of University of Virginia 

James River Chapter 


President 


Phone 804-399-8327 
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HOT MIX ASPHALT PAVING 


UPERIOR 
PAVING CORP. 


% 


Glen Construction Co., Inc. 


121 Congressional Lane 
Rockville, Maryland 20852 
(301) 881-6400 
SERVING 


NORTHERN VIRGINIA 


$1. Reg. #15539 


General Contractor 
Box 379 


Va. St. Reg. #6801 CENTREVILLE, VA. 22020 703-631-0004 


Accessory products designed for 
quality construction 


SWIFT LIFT SYSTEM ... NON-THREAD SYSTEM 
FOR LIFTING, HANDLING & TRANSPORTING 


CONCRETE ELEMENTS. 


Superior Concrete Accessories is a leader in sys- 
tems for built up panels whether cast on siteor at 
the precast plant. Call today for a brochure on all 
the fine Superior Concrete Accessories 


| Perfect Balance 


ы SMALL enough to give prompt personalized service 


BIG enough to supply technical “know-how” 
and assured supply 
| 
| LEADING Independent Virginia Supplier of Kerosene 
No. 2, No. 4, No. 5 and No. 6 Fuel Oil. 


PETROLEUM MARKETERS, 
| INC. 


| 1603 Santa Rosa Road P.O. Box K-64 
| | Richmond, Virginia 23288 
| Рһопе 804-288-4127 


К. С. ROOP, Chairman of the Board 


— 


| Atlantic Contractors Equipment & Supply, Inc. | 


| 
| | 


| BILLY Е. CROWDER, Vice President 


| 1209 Admiral St FA К HOS. Randolph Rd. | | L. D. HAISLEY, Presiden: 
| Richmond. Va zw Hopewell, Va 


257-7361 V a^ 748-6395 or 541-1784 | 


.—————————————-—-—-—————— 
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Fire & 


Early concepts of facility planning by Fairfax 
ounty's Fire and Rescue authorities have 
гоуеп most adequately the economics and 
nctional operation of the "DRIVE-THRU-BAY" 
esign for Fire and Rescue Stations. This con- 
ept allows two engines (a primary pumper 
ngine and a utility vehicle) to be parked in 
landem in one bay and a long aerial ladder truck 
о be parked parallel to the pumpers in the 
econd bay. A third bay houses ambulances and 
pther rescue vehicles which may include a boat 
рп a trailer or a "cherry picker" rescue truck 

Merrifield Station, Truck and Engine Co., #30 
erves an area which is characterized by heavy 
Industrial and commercial development. "FIRST 


о tell the Virginia Story 


Facilities 
escue Station and Supervisor's Office, Fairfax County 
intz & Easter AIA—Architect 


DUE" runs are exceeding 56 per week, a very 
busy schedule indeed for a brand new plant 
Design features include all electric operated 
overhead doors with automatic timers equipped 
with warning lights and horns. The facility is 
ideally sized for three working shifts, including 
facilities for women firefighters. The plan con- 
tains 9,912 square feet, housing three drive-thru 
apparatus bays. Auxiliary spaces flanking the 
apparatus garage include two bunk rooms, 
Squad room, three offices, kitchen with day 
room, two locker rooms with toilet and shower 
facilities, work shop, gear storage space and 
utility rooms. The plant is supplemented with a 


(Continued on page 55) 
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Project Architect, James F. Easter, Jr., МА е Project 

Р aassen © Project Engineer, Robert 
interior Design, Joan Larock (Governmental 
Office) е Structural Engineer, Anthony Beale е 
Mechanical/Electrical Engineer, Leland D. Eisen- 
hower * Civil Engineer, Walter L. Phillips e Land- 
scape Architect, Тему Schlalman е General Contrac- 
lor, E. H. Glover, inc. е Construction Superintendent, 
Calvin Hummer е Rendering, Bob Brackett. 
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HARRIS HARDWOOD COMPANY 


IN HARDWOOD FLOORING, ITS 


< HARRIS 


ВОАМОКЕ, УІНСІМІА 24015 


random 
width 
plank 


special 
pattern 
parquet 


P.O. BOX 4397 PHONE: 703/324-3471 


MUNICIPAL. & INDUSTRIAL 
CONSULTANIS 


WATER POLLUTION CONTROL LAND SURVEYORS AND 


DEVELOPERS 


SHORE ENGINEERING CO. 


ENGINEERS & CONSULTANTS 


Р. О. Box 354 MELFA, VIRGINIA 23410 Dial (703) 787-2773 


RABE ELECTRIC COMPANY, INC. 
Trading as 
Womack Electric Company 
St. Reg. #5363 


Commercial — Industrial — Residential 
Electric Heat 


Phone 232-4538 3084 Hull Street 


Richmond, Va. 23224 


SAFETY and ASPHALT PAVING IS OUR BUSINESS 


THINK AIR & WATER 
eş make them речек ву cleo! 

ON YOUR JOB = 
IN YOUR HOME Protect Our Environment 
ON THE ROAD It's Everyone's Business 


"WE PAVE THE WAY" 


4 iu 1 М 
PAVING | EP. 


DIVISION OF „ D WARRE 


Greensboro, N.C. 


An Equal Oppertunity Employer 


Asheboro, N.C. Burlington, N.C. High Point, N.C. 


Reidsville, N.C. Eden, N.C. 


30 VIRGINIA RECORD 


St. Lawrence 
Catholic Church 


Rev. Henry Hammond, Pastor 


Phone 971-4378 
6222 Franconia Road 
Alexandria, Va. 


Virginia Roofing 


Corporation 


ШЕШН 
num 
WO phone 751-3200 w E 


800 S. Pickett Street lm 


ALEXANDRIA, VA. 22304 F. 


GRAY 
LUMBER 
COMPANY 


Specializing in 
Dimension Lumber 


Since 
1884 


Phone 804-834-2292 


WAVERLY, VIRGINIA 


ELECTRIC 
MOTORS, . 


REWINDING 
REPAIRING 
LARGE & SMALL MOTORS 
GENERATORS & CONTROLS 
METALLIZING & MACHINE SHOP 
FACILITIES 
WARRANTY SERVICE STATION 

NIGHTS 
703-632-3657 632-9313 
J. H. PARRISH C. H. SCEARCE 
Jones Electric Repair Co., Inc 
107 COLLEGE MARTINSVILLE, VA. 
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ake Ridge Fire Station 


oodbridge 


Peck, Peck & Williams, Inc.—Architect 


“Our biggest problem is energy conserva- 
ion,” stated Chief Billy Spicer at the onset of the 
project. Since the fire department and OWL 
olunteer Rescue Squad are housed under one 
oof, there is an abundance of vehicles and peo- 
ple which must move smoothly. Bay doors are 
onstantly opening, losing heat or cool air. A 
Bimultaneous fire and rescue call can cause a 
haotic situation with precious minutes being 
ost to inefficiency. 

To solve these problems and reduce the mas- 
ive bay areas required (the station is located in 
В residential community) the architects de- 
Bigned an earth-sheltered, passive solar build- 
ng with a solar heated hot water system and 

apacity to convert its oil system to solar heat. 
Binking the equipment bays into the ground 
educed the height to residential character. 
ocating the rescue vehicles remotely from the 
ire vehicles allowed for smooth "people flow," 
ruck exiting, and much less door operation. 

The North and South facades were buried into 
he earth, totally eliminating the most severe 
eat and cold. The East-West axis is protected 
by heavy overhangs. Natural forest area was 
Baved wherever possible, and berms were 
overed with ground cover 


to tell the Virginia Story 


We are very pleased with the feedback from 
the users and the community. To have our 
efforts so well received is our biggest gratifica- 
tion. 

"The firehouse," according to OWL member 
Jack Gardner, “is a model for fire stations of the 
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Landscape Architect, Peck, Peck & Williams, Inc. е 
Interior Design, Peck, Peck & Williams, Inc. е 
Mechanical Engineer. Glassman-LeReche & Assoc. e 
Electrical Engineer, Glassman-LeReche & Assoc. е 
Structural Engineer, F.D.E. Ltd. © Civil Engineer, 
Ervin Engineering lech. Engineer, Schnabel 
Engineering Assocs. e General Contractor, Gateway 
Construction Corp. е Photography, Greenwood Stu- 
dios. 


future. Although we are not the first to have a 
station like this, we are unique enough to have 
had our station written up in several publica- 
tions.” 

Department Chief, William (Billy) Spicer, Jr. 
said the only mistake made was "that we didn't 
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The Northern Neck State Bank 


WARSAW, VIRGINIA 
Phone 333-4066 
Member — FDIC & FRS 


Hall’s Construction Corporation 


General Contractor 
St. Reg. #13752 


E. Н. Hall, President — Barry Hall, Vice President 
Garry Hall, Secretary- Treasurer 


Р. О. Box 347 — Shawsville, Va. 24162 — Phone 703-387-0936 


KNOPP BROS., INC. 


Wood Trusses— Building Materials— Miliwork 


Commercial— Industrial 
Phone 703-885-8881 


867 Middlebrook Ave. Staunton, Va. 


P. O. Box 3527 Phone (804) 275-1463 


C. W. WRIGHT CONSTRUCTION COMPANY, INC. 


Contractors 


SPECIAL HOT LINE WORK 
SUBSTATIONS 
SURVEYING 


UTILITY IMPROVEMENTS 
TRANSMISSION LINES 
DISTRIBUTION LINES 


5436 Jefferson Davis Highway Richmond, Va. 23234 


—€— 
R. E. Lee Electric Co., Inc. 


Electrical Distribution 


IIIS 


UNDERGROUND — OVERHEAD — INSIDE 


FLOODLIGH TING 


8207 Backlick Rd. Phone 703-550-7500 


NEWINGTON, VA. 22122 
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go completely solar.” Spicer said he hopes ti 
convert the station to a totally solar energ 
system in the future 

Gateway Construction Corporation of Gaith 
ersburg, Maryland was general contractor an 
handled foundations, carpentry, caulking an 
gypsum board. The owner handled cabinets. 

Subcontractors & Suppliers 

Campbell Bros., Dumfries, excavating; South 
ern Produce & Nursery, Alexandria, sodding 
seeding, etc., landscaping & landscaping con: 
tractor; Newton Asphalt Co., Inc. of Va., Alexan 
dria, paving contractor; Langhorne Construc 
tion, concrete contractor; Trowbridge Steel Co. 
inc., Sterling, reinforcing; Virginia Concrete Co. 
Inc., Springfield, concrete supplier; Arc 
Masonry Co., Alexandria, masonry contractor 
L. C. Smith, Inc., Alexandria, and Cherrydal 
Cement Block Co., Inc., Herndon, masonry Supp 
liers; Perry Steel Sales, Inc., steel supplier 
Burkholder & Krieg, Merrifield, steel erection 
Standard Building Systems, Point of Rocks, М0 
steel joists; and Temple Foundry, Inc., Alexan 
dria, steel grating. 

Also Miscellaneous Metals, Inc., Mt. Airy, МО] 
miscellaneous metal; Arlington Woodworking 
Lumber Inc., McLean, millwork; Prospect Indus 


DC, roof insulation; Dow, wall & foundation insu 
lation; Suburban Glass, Gaithersburg, MD, glas: 
& glazing contractor; Bilt-Rite Steel Buck Corp 
Westbury, NY, metal doors & frames; Fimbi 
Door Corp., Rockville, MD, wood doors; Rey| 
nolds Metals Co., Richmond, windows; and Con 
tract Hardware Sales & Service, hardwar 
supplier. 

Others were: McClary Tile, Inc., Alexandri 
ceramic tile; Marty's Floor Covering Co., Inc. 
Alexandria, resilient tile & carpet; America: 
Capitol, Crownsville, MD, painting contracta 
/supplier; Pittsburgh Paints, Forestville, M 
paint manufacturer & special wall finish; А 
Citywide Cooling & Heating Co., Inc., Annan 
dale, sprinkler/plumbing contractor; Thoma 
Somerville Co., Washington, DC, plumbing fix 


sas, electrical contractor 

And, Klon Row, Inc., toilet partitions; Mc| 
Carthy Manufacturing Co., Inc.. Alexandrial 
paging system; and Stone-Hoover Contractors 
Landover, MD, fuel tanks 


DOWNS — MaGEE — OZITE 


Complete Carpet Installation 
Measuring — Financing 


Phone 798-5343 


Henry Clay Shopping Center 
514 Myrtle Street 
Ashland, Va. 
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allahan Residence 
Peacock Hill, Ivy 


rank Folsom Smith & Partners, Architects, іпс.-- 
Architect/ Engineer 


Project Architect, Dan DeBettencourt © Structural 
Engineer, Dunbar, Milby & Williams е General Con- 
tractor, Shelter Associates, Ltd. 
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The client, Dr. Callahan, is а professor at the 
University of Virginia, who approached the 
architect with a strong interest in use of solar 
energy in a design for his residence. The pro- 
gram requirements that developed called for a 
low maintenance, contemporary home incorpo- 
rating an “envelope” passive solar system. A 
full greenhouse was employed along the entire 
south facing facade, with natural air circulation 
provided around the perimeter of the residence 
through use of the double-shell or envelope con- 


struction. Heat storage is handled by a rock 
base under the main floor. Active solar panels 
were used to provide hot water and a wood 
burning stove act as a back-up. 
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The two-acre chosen site is located in Pe 
cock Hill, a planned contemporary communi 
just west of Charlottesville. it is a steeply slo 
ing mountainside lot with an excellent southe 
orientation but with large rock outcroppin 
and mature trees that demanded careful sitin 
Overlooking the Ivy Valley the site offered spei 
tacular views of the Blue Ridge and Ragg 
Mountains. The developer of Peacock Hill, Fra 
Folsom Smith, was the architect chosen, and 
natural architect/client relationship quickly d 
veloped. 

Dr. Callahan’s living requirements includ 
two bedrooms, a study, kitchen and one lari 
open living and dining area. The greenhouse 
used as additional overflow space and to allo 
the client to pursue an interest in hydroponics 

The residence was selected by Southern Li 
ing magazine as one of several solar homes 
be included in a special issue 


Shelter Associates, Ltd. of Free Union w 
general contractor and handled sodding, see 
ing, etc., landscaping, landscaping work, fou! 
dations, concrete work, reinforcing, handrail 
carpentry, structural wood, millwork, panelin 
cabinets, waterproofing, caulking, wood door, 
windows, special wall finish and ventilating. 

Subcontractors & Suppliers 
(Charlottesville firms unless noted) 

Commonwealth Energy Contractors, In 
active solar panels for hot water; E. H. Ha 
excavating; Faulconer Construction Co., In 
paving contractor; Н. Т. Ferron Co., сопсге 
supplier; Joseph Knott, roofing; Virginia Insul 
tion Corp., roof/wall/foundation insulatio 
Glass & Plastics, Inc., glass, glazing contract 
& metal doors & frames; Martin Hardware C 
hardware supplier; Frank E. Ware Plasterini 
Drywall Contractor, gypsum board contracto| 
Richard A. Oliva & Sons, Inc., glazed structur: 
tile; M & R Carpet Installers, Inc., carpet; Ga 
Tingley, painting contractor; Brunk Mechanic. 
Corp., plumbing fixture supplier & plumbi 
contractor; Interstate, lighting fixtures supplie| 
and Blue Ridge Services, Free Union, electric. 
contractor 
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old Hill Village 


Buckingham County 
. Jack Rinehart, Jr., AIA—Architect/ Engineer 


Landscape Architect, M. Jack Rinehart, Jr., МА © 
Structural Engineer, Kurt Gloeckner е General Con- 


©) tractor, В. W. Hill 8 Sons, Inc, ® Photography, Huffman 
f 4 Studio. 
pe 


, ps 
es. гт. 


rib aT 
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Gold Hill Village is а rural low cost housing 
community for the elderly built under the Sec- 
tion 8 Program for rent subsidies. It is to our 
knowledge the first such rural project in Virgi- 
nia. The community consists of 20 detached and 
semi-detached one bedroom living units, а сот- 
munity building, an informal shelter, and a well 
house. The community is organized around two 
open spaces which focus on the community 
building. 


The planning of the community is generated 
from a desire to provide individual privacy 
while creating a sense of community. Distinc- 
tions are made between “private territory” (front 
yard, entry walk, front porch, and garden) and 
“community territory” (main walks, open spa- 
ces, community building), Each dwelling unit is 
distinct with a private entrance, yet the forms 
are incomplete standing alone and require the 
complementary shed roofs of adjoining units to 
complete the massing. 
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Efforts were made to diminish any institu- 
tional effects by stretching the masses out as a 
one-story community, by breaking down the 
size of parking lots and by providing most 
essential daily living needs within each unit 
(cooking, dining, and bathing facilities). Budget 
precluded the use of wood stoves for each unit, 
a highly desirable feature in Buckingham 
County, however, a wood stove is provided in 
the community building in the event of extended 
power blackouts which are frequent 


In response to the rural context the commun- 
ity is set back from the adjoining highway. Hard 
edged landscaping and paving is avoided where 
possible. 


R. W. Hill & Sons, Inc., of Arvonia, was general 
contractor and handled excavating, sodding, 
seeding, etc., paving, carpentry, roof/wall/foun- 
dation insulation, glazing and gypsum board 
work. 
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Subcontractors & Suppliers 

New Canton Concrete, New Canton, concra 
supplier; Lynchburg Steel & Specialty Co , Mol 
roe, steel supplier & handrails; Automat 
Structures, Charlottesville, structural wo 
Ruffin & Payne, Inc., Richmond, millwor 
cabinets & wood doors; E. В. Lightfoot, М6 
Canton, roofing; Charlottesville Glass 8 Мїгг 
Corp., Charlottesville, windows, Martin Ha 
ware, Charlottesville, hardware supplier, Fo 
ter's Carpet Land, Farmville, ceramic tile 
carpet; W. E. Kidd, Farmville, painting contra 
tor; D. A. Hines Co., Lynchburg, paint supplier, 
Martin-Senour/Benjamin Moore paints; Мо!ай 
Co., Charlottesville, plumbing fixture suppli 
Tyson's Plumbing, Columbia, plumbing contra 
tor & septic systems; Weather Conditionei 
Inc., Lynchburg, air conditioning contractq 
Piedmont Electric, Charlottesville, electric] 
equipment supplier; N. G. Herndon, Arvon 
electrical contractor; and Falwell Well Соп 
Lynchburg, public water system. 
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РВО ЕВЕСТОН5 


METAL BUILDING SPECIALISTS 


Р. О. Box 926 AN 
—— MARION, VIRGINIA 24354 
PHONE 703-783-2581 


LEADBETTER CONSTRUCTION CO. 


АД COMMERCIAL — INDUSTRIAL 
2] 


1-95 & Lewiston Road Exit иу 405-А Air Park Road 
Hanover Industrial Air Park Dial 798-8301 ASHLAND, VA. 23005 


Capital Concrete, 
Inc. 


Ready Mix Concrete 


Phone 804-627-4591 


561 Front Street 
Norfolk, Virginia 


General Contractor 


Joseph Heflin & Sons Inc. 


Plumbing / Heating 


“SERVING NORTHERN VIRGINIA SINCE 193)" 


4901 Seminary Road 
Alexandria, Va. 22311 


703-931-1700 


Repairs & Remodeling 
Call (703) 281-5220 
10419 Wickens Road 

Vienna, Virginia 22180 


Brick Makers in Richmond since 1871 


Redford Brick Co., Inc. 
LOCALLY Owned & Operated 
231-1175 — Phone — 232-6786 


RESIDENTIAL — COMMERCIAL 
INDUSTRIAL 
Manufacturers and Distributors 


Bryant-Durham Electric Company, Inc. 


Electric Contractors 
Va. St. Reg. #9851 


INDUSTRIAL — COMMERCIAL INSTITUTIONAL — HOSPITALS 


5102 Neal Rd. Dial (919) 383-2526 
DURHAM, N.C. 27705 


BOXLEY QUARRIES 


CRUSHED LIMESTONE and CRUSHED GRANITE for 
ROAD BUILDING * CONCRETE * RAILROAD BALLAST * FURNACE FLUX 
FILTER STONE * AGSTONE + LIMESTONE SAND 

W. W. BOXLEY & COMPANY 
BOXLEY Phone 703/344-6601 
QUARRIES 711 Boxley Building 
ROANOKE, VIRGINIA 24010 
Seven Plants Located оп М. & W., S. C. L. 


12th & Maury Sts. 
Richmond, Va. 23224 


E. T. Gresham 
Co., Inc. 


1038-1068 West 26th St. 
Telephone (804) 627-4583 


INDUSTRIAL CONSTRUCTION 


MOTO-CRANE SERVICE & VISIT OUR NEW 
LOCATION AND 


ABLE 


EQUIPMENT CO.. INC. 


HEAVY HAULING ТАН OD 
NEW LOCATION 

—Since 1916— 21900 N. WASHINGTON HIGHWAY RENTALS 

GLEN ALLEN, VA. 23060 SALES 


NEW PHONE — 804-798-1358 


)ORFOLK. VIRGINIA 23517 
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VIRGINIA 
NATIONAL 
BANK 


Virginia National Bank 
Waynesboro 


Craig & Daughtry—Architects 


Landscape Design, Land Planning & Design, Inc. 
Interior Design, American Furniture & Fixture б 
Inc. е Mechanical/Electrical/Structural Engine 
Simpson-Johnson, Inc. е General Contractor, J. 
Mathers, Inc. * Photography, Richard М. Kane. 


The old bank building housing Virgi 
National Bank was in need of replacement. 
adjoined the landmark structure occupied f| 
many years by Fishburne Drugstore, a gathq 
ing place for townspeople for several gene! 
tions. The removal of these two historic str 
tures had serious implications for the town a 
for bank officials alike. 
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Тһе site involves almost one-half of a city 
ock in the city’s downtown core at the corner 
Main Street and Wayne Avenue. The new 
ucture had to be constructed in a way that 
nk business would not be interrupted during 
nstruction. 
The new building is designed in the traditional 
le of early Shenandoah Valley architecture 
е corner entrance and twin chimneys are 
und in many of the older homes located in the 
Alley. The scale of the structure is reduced so 
at it looks more like a house than a sizable 
mmercial building 


When the original bank structure was finally 
moved, a brick courtyard was constructed in 
Б place, complete with benches, walls, flower 
bs, and landscaping. Two commemorative 
aques mark the site of the original buildings. 
A simple two-story structure of 17,500 sq. ft. 
as designed to meet the present and future 
beds of the bank. Parking is provided both 
phind and beside the building. Three drive-in 
ller units have been provided. the corner 
trance allows the main access to be located 
the courtyard and opposite the Main Street 
tersection. the exterior is of molded brick laid 
flemish bond. A durable metal roof of modern 
w-maintenance material was used to simulate 
е many painted metal roofs so prevalent in 
Alley architecture. the sloped roofs hide roof- 
р air conditioning units. 
The first floor provides a lobby, waiting 
расе, officers platform and eight tellers sta- 
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tions. A conference room adjoins the vault along 
with coupon booths. Other rooms on the first 
floor include teller's work room, credit files, 
president's office and toilets. 

An elevator serves the second floor which 
includes trust department, collections, em- 
ployees lounge, toilets, storage, mechanical 
room and expansion spaces. A large board 
room on the second floor is also available for 
various community meetings. 

Interior decor is designed around a large 
mural depicting a hunting scene which it located 
on the wall behind the tellers. A wood and glass 
Screen divider separates the lobby area and the 
platform, providing privacy but not limiting the 
expansive space. Wood block floor tile and 
carpet blend with traditional chandeliers to 
enhance warmness in the lobby area. Walnut 
desks and other furniture carry this decor on 
into the platform and waiting area. Wallcover- 
ing is used extensively. 

The structure is a steel-frame and load- 
bearing masonry building. A high degree of 
energy-saving materials have been used to 
reduce operating costs of this all-electric struc- 
ture. Multiple zoning of heating and air condi- 
tioning was used to provide more uniform 
temperatures in all spaces. Lighting is fluores- 
cent except in the lobby areas where some 
incandescent down-lighting is used. 

The reconstruction and revitalization of this 
downtown area has no doubt stimulated much 
of the incentive by nearby property owners and 
merchants to do the same 
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J. S. Mathers, Inc. of Waynesboro was the 
general contractor and handled painting, mas- 
onry and concrete work. 


Subcontractors & Suppliers 

Waynesboro firms were: Myers & Whitesell, 
Inc., electrical contractors; Herndon Paving Co., 
paving; Valley Blox, concrete masonry units; 
Sherwin-Williams Company, paints; and 
Waynesboro Nurseries, Inc., landscaping. 

Staunton area firms were: Augusta Steel 
Corp., toilet partitions; Knopp Bros., wood 
trusses; and Fultz Lumber & Building Supply, 
millwork. 

Roanoke-Salem firms were: Dominion Eleva- 
tor Co., Inc., elevator; Bowie Steel Co., reinforc- 
ing steel; Al-Steel Fabricators, Inc., structural 
and miscellaneous steel; John W. Hancock, Inc., 
steel joists; Diebold, Inc., bank equipment; Mar- 
steller Corp., traffic-bearing deck; and Old Vir- 
ginia Brick Co., face brick & pavers. 

Richmond firms were: Architectural Hard- 
ware, Inc. of Va., hardware; American Furniture 
and Fixture Co., Inc., bank fixtures & furnish- 
ings; and Johnson Controls, Inc., climatic con- 
trols. 

Others were: Sullivan Mechanical Contrac- 
tors, Inc., Shenandoah, HVAC & plumbing; Man- 
son & Utley, Inc., Charlottesville, acoustic ceil- 
ings, resilient floor tile, metal & drywall parti- 
tions; Don Largent Roofing, Inc., Harrisonburg, 
Microzinc metal roof, built-up roofing & metal 
work; and Wallcovering Specialists, wallcover- 
ing. 


First National Exchange Bank 
Main Office, Lexington 


Byron R. Dickson—Architect 


Project Manager, Jerome 0. Henschel е Mechani 
Engineer, Lawrence E. Perry & Associates * Gene 
Contractor, Days Construction Co.. Inc. 


The new Lexington main office of the Fi 
National Exchange Bank was dedicated on J 
11th, 1980, after two years of intense planni 
and phased construction. Top officials of t 
Dominion Bankshares Corporation Holding Co 
pany along with FNEB top executives attend| 
the ribbon cutting that followed a brief dedid 
tion ceremony conducted by Dr. McClung, Cha 
man of the Lexington Bank Board 
The original bank, known as the Реор! 
National bank of Lexington, merged with Fi 
National Exchange Bank on March 4, 1965. 
addition to the downtown office, a branch faq 
ity operates on Route 60 east of town 

On January 2nd, 1979 demolition of a porti 
of the existing bank and adjacent structur 
began, making way for the new bank. Banki 
services were rendered in the old structu 
while the new building was being constructed 

The site is located at the corner of Main a 
Nelson Streets, a dominate location in t 
town's central business district. There exists q 
approximate twelve foot slope from Main Stre| 
to the rear property line. the front or Main Stre 
side coincides with the customer service lev 
thus allowing pedestrians to enter at sidewa 
elevation across a brick plaza. Vehicles ent 
the site at the rear or basement level and mo 
counter-clockwise to the drive-in facilities d 
the west side at the main level. Exit is directly 
Main Street. A parking area is provided at t 
basement level and is partially covered by t 
building overhang. 

The new bank facility has а total епсі056 
area of 13,200 square feet distributed on thrq 
levels 

The basement level is 3,600 square feet а 
contains future expansion space, storag 
mechanical and electrical rooms. the Ma 
Street level is the primary customer servic 
area providing 4,800 square feet and is 40 
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ted by the open lobby and officers’ platform. 
ven teller stations are provided and six officer 
8 secretary stations are accommodated on 
в platform. 
Adjacent to the teller stations is the cash 
om which also houses the Dominion System 
luipment. Located adjacent to a generous safe 
posit vault are coupon booths. Directly behind 
P officers’ platform are a conference room and 
Е Bank President's office. 
The second floor contains 4,800 square feet 
8 provides space for the Board Room, book- 
eping operations, record retention vault, 
ployee lounge, toilets and operation offices 
orrespondence lift assists document circula- 
bn between the three floors. 
The foundation structure is reinforced con- 
ete. Above grade vertical support is brick 
asonry bearing wall with insulated cavity 
ев! joist, metal deck and concrete topping slab 
ovide the floor support. Roof construction is 
ilar except the slab is replaced with insula- 
рп and built-up roof. The stair construction is 
prefabricated steel гізег, tread and landings 
closed in a fire rated concrete masonry tower 
The exterior closure is of dark red brick. Dark 
onze anodized aluminum door and window 
RII frames аге used at the main level entran- 
s. Wood operable bay windows are placed 
ound the perimeter of the middle and upper 
els. All glazing is double pane. 
Тһе proper use of insulation and sealants 
ow energy savings and maintain moisture 
lotection from all weather conditions. 
Interior partitions are of two types. Concrete 
Rsonry is used for the permanent walls. Metal 
d and gypsum wallboard are used for flexibil- 
and economy of relocation at a later time. 
pst of the interior surfaces are painted while 
me areas are reserved for decorative vinyl 
RII coverings. All doors are solid wood eight 
nel units 
Acoustical lay-in tile ceilings surrounded by 
ditional wall mouldings and perimeter cof- 
ed fascias dominate the ceiling areas. Sound 
піго! wall and ceiling insulation is utilized in 
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all offices, Board Room, Conference Воот and 
toilets. 

The main entrance lobby is paved with oak 
flooring of transparent finish. The center portion 
features a thick pile Oriental rug. Floor carpet 
and vinyl tile are interspersed throughout the 
remainder of the facility. 

The bank is air conditioned. The split system 
is coupled with an economizer cycle to conserve 
energy. A central station multiple zone unit is 
located in the mechanical room, complete with 
cooling coil, fan, filters, fan motor and drive, 
drain pan, controls and a refrigerant piping. An 
air cooled condensing unit is roof mounted 

Heating is accomplished through duct mount- 
ed water heating coils fed by a gas hot water 
boiler located in the mechanical room. Supple- 
mentary heat is provided at windows by hot 
water electric wall mounted baseboard heaters 

The building is separated into eight zones 
each controlled by a separate thermostat. air is 
supplied to each zone through ceiling diffusers 
and returned by way of ceiling grilles, using the 
ceiling space as a return plenum. Mechanical 
ventilation will be provided in toilet areas 

The plumbing work consists of plumbing fix- 
tures for two bathrooms, hot and cold domestic 
water system, and sanitary and storm sewer 
systems 

Lighting systems throughout the bank are 
recessed fluorescent except in the lobby where 
one five-foot diameter chandelier enhances the 
decor. Outside lighting is mercury vapor re- 
cessed into the entrance soffits. Wall mounted 
lanterns and plaza lighting are of traditional 
style. All lighting is locally switched. Electrical 
system is entered underground to the main 
panel located at the lowest level. Underfloor 
duct, conduit and boxes are used for electrical, 
telephone and bank alarm systems 

Customer service features include a vault 
housing safe deposit boxes with coupon booths 
adjacent, night depository, two drive-up win- 
dow stations and Dominion system walk-up 
banking unit. Acomplete surveillance and alarm 
system is provided 

Much effort has been made both inside and 
outside to conform with Lexington's historic 
preservation goals. The landscaped plaza with 
brick paving and the building style serve to 
complement the numerous 19th Century eclectic 
structures which dominate the downtown area. 

Days Construction Co., Inc. of Salem was 
general contractor and handled masonry work, 
steel erection and carpentry 
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Subcontractors & Suppliers 
(Roanoke firms unless noted) 


Valley Steel Corp. Salem, reinforcing; Webs- 
ter Brick Co., Inc., masonry manufacturer; Rock- 
bridge Block Co., Lexington, masonry manufac- 
turer; Bolling Steel Co., Salem, steel supplier: 
John W. Hancock Jr., Inc., Salem, steel joists; 
Roanoke Iron and Bridge Works, Inc., miscel- 
laneous metal/stair; South Roanoke Lumber 
Co., millwork; and LaPrad roofing & Sheet Metal 
Co., built-up roof 
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Also, Pella Window and Door Co., Greensbo 
NC, windows; Romaine Glass Co., Waynesbo 


vator Co., Inc., Salem, elevators/correspq 
dence lift; G. J. Hopkins, Inc., plumbing/he 
ing/ventilating/air conditioning contractor 
electrical equipment supplier; American Fur 
ture & Fixture Co., Richmond, bank fixtures; а 
Diebold, Inc., bank equipment 
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Richard А. Oliva 


Southside ичи таса & 


Bank “DESIGNERS; Sons, Inc. 
“FABRICATORS MARBLE • TERRAZZO e TILE 
Member Е.Р.1.С. and F.R.S. *ERECTORS CONTRACTORS 


STRUCTURAL STEEL ORNAMENTAL IRON 
OFFICE AND PLANT 
3308 Rosedale Ave 
Richmond Va.23230 


EIUS PHONE 
P (804) 355-7481 


THOMAS HARRIS & COMPANY, INC. 


Manufacturers’ Representatives Quality Lighting— Electric Specialties 
Strategic Office Locations For Your Convenience 


TAPPAHANNOCK, VA. 
AYLETT, VA. 


Charlottesville, Va./Phone 293-3352 


ESTABLISHED 1910 


HEYWARD 


CONSTRUCTION COMPANY, ING 


RICHMOND ROANOKE VA. BEACH BURKE BALTIMORE, MD 
BILL MASON BOB DAVIS JOHN JORDAN нс SMITH J.H, HALE _ 
P.O. Box 9195 P.O. Box 4095 P.O. Box 813 РО. Вох 167 3900 North Charles St. 


Pho. 264-2851 Pho. 774-6029 Pho. 422-1461 Pho. 978-4433 Pho. (301) 235-3900 


GENERAL CONTRACTOR 
INDUSTRIAL 
COMMERCIAL 
RESTORATION 


Leonard Smith Sheet Metal & Roofing, Inc. 
Roofing & Sheet Metal Contractors 


RESIDENTIAL — COMMERCIAL — INDUSTRIAL 


1020 College Ave. Phone (703) 389-8614 
SALEM, VIRGINIA 24153 


RECYCLING 


PHONE 
804-782-9661 
ST. REG. #А 13477 


CHAPMAN & MARTIN, INC. 


Painting Contractors 
St. Reg. #12007 


Commercial — Industrial — Residential Painting & Wallcovering 
Amelia Phone 561-4928 — Amelia, Va. 23002 
Also— Farmville Phone 392-3402 


POST OFFICE BOX 12466 
11 NORTH MADISON STREET 
RICHMOND, VIRGINIA 23241 


WOOD ROOFS, INC. 
AN 


RED CEDAR 
SHAKES & 


SHINGLES 


COSTEN 
LOORS, INC. 


St. Reg.#7013 


We Furnish 
Install & Guarantee 
Hardwood Floors 


Roofing Contractors 


Strip * PARQUET 


* GYMNASIUM 


RESIDENTIAL & COMMERCIAL 


& 


* Portaste Floors Wuotesace & RETAIL 


Phone 804-231-2445 RICHMOND, VA 


Warehouse & Showroom 
Call 804-264-2996 
Telegraph Rd. & 0.5. #1. North 
Richmond, Va 


Serving Central & Southern Virginia 
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Henrico County 


The Women's Bank, West, Parham Road and 
Mayland Drive in Henrico County, is a one-story 
branch bank facility owned by Women's Bank, 
1007 East Main Street, Richmond, Va. The build- 
ing has approximately 2300 square feet. 

The Women's Bank board and building com- 
mittee members were concerned about the new 
branch's image and cost. This was the first 
branch for any of the several Women's Banks in 
the nation and this was a young bank with 
limited assets. 

Half of the building committee members want- 
ed a warm residential, scaled, Colonial building 
similar to an adjacent savings and loan branch. 
The others wanted a very open and contempor- 
ary feeling for their new branch 

Like the building program, the site had not yet 
been determined. Of the two sites, both at the 
same intersection, one seemed to work best 
with the valid criteria from both the Colonial and 
contemporary advocates. The selected site was 


Women's Bank, West 


Edward H. Winks Architecture—Architect 


slightly lower than the roads which bordered it 
onthreesides, with Parham Road being an outer 
loop road for suburban Henrico County. The site 
was sparcely wooded, but bad soil and low 
topography required extensive fill and the loss 
of more trees than would have been preferred. 

This site demanded a building which could be 
viewed from all sides. The site had only one 
structure close enough to affect its design, a one 
and a half story savings and loan of Colonial 
design. Diagonally behind the site was а resi- 
dential subdivision and further away a large 
three-story precast concrete office building. 
Diagonally across the intersection, also some 
distance away, was a reflective glass office 
building. 

The architect attempted to design a formal, 
residential scaled building and to save as many 
trees as possible to respect the suburban char- 
acter of the neighborhood. We chose to employ 
many elements, reminiscent of traditional Vir- 
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ginia architecture in the Bank's form and таз 
ing, such as the geometry of the openings а 
the exterior clapboard siding. 

The major space under the hipped ced 
shake roof is a formal, double height, octago 
banking hall with a central skylight. Tall arch 
glass openings at each end fall on the main а 
through the building. One one end the gla 
opening is the physical entrance and on t| 
other is its visual entrance where passers- 
are invited to look from the well traveled int 
section into the building 

The arched openings are also reminiscent 
the arched opening of the bank's main office a 
of the triumphal arch facades of many of Rid 
mond's older bank buildings. 

Four one-story wings, each housing separ 
banking functions spin off the main room i 
pinwheel fashion. The geometry of their arch 
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benings echo а! а smaller scale those of the 
Anking hall. 

An attempted goal was to produce a structure 
ich was somewhat transparent, inviting the 
psser-by to look inside and, on the exterior, 
allenging him to rectify the contradiction 
tween apparent order and obvious complex- 


Old Virginia Builders, Inc. of Midlothian was 
Pneral contractor and handled foundations, 
ее! erection, carpentry, foundation insulation 
d glazing. 

Subcontractors & Suppliers 
(Richmond firms unless noted) 

W. F. Duke & Sons, Inc., Glen Allen, excavat- 
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ing; Laird's Nurseries, Inc., sodding, seeding, 
etc., landscaping & landscaping contractor; E 
G. Bowles Co., paving contractor; Hanover Con- 
crete Corp., Mechanicsville, concrete contrac- 
tor; Southside Builders Supply Corp., reinforc- 
ing & mortar; Lone Star Industries, Inc., concrete 
supplier; C. A. Guard Masonry Contractor, Inc., 
masonry contractor; Richmond Block, Inc., 
masonry supplier, Hanover Iron & Steel, Inc., 
Ashland, steel supplier; Miller Manufacturing 
Co., Inc., structural wood; Binswanger Glass 
Co., Inc., millwork, glass, wood doors & win- 
dows; Bernhardt & Taylor Custom Cabinets, 
inc., cabinets; Wood Roots, Inc., Chesterfield, 
waterproofing, built-up roof, other roofing, roof 
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insulation & sheet metal; and H. F. Bulifant & 
Son, Inc., caulking & painting contractor. 

Also, Tri City Insulation, wall insulation; Plea- 
sants Hardware, hardware supplier; John De- 
Gaetani, Inc., gypsum board contractor; Capital 
Floors & Decorating, Inc., resilient tile; Janet 
Kane Interiors, Inc., carpet & wall covering; 
LeFebure Corp., Div. of Walter Kidde & Co., Inc., 
specialties; Va. Paint Co., paint supplier (Cabots 
Stain); Ferguson Enterprises, Inc., plumbing fix- 
ture supplier, The Miles Co., Mechanicsville, 
plumbing contractor; Howell's Heating & Air 
Conditioning, Ashland, heating/ventilating/air 
conditioning contractor; and Electrical Service 
Co., electrical contractor. 
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Leesburg Log House 
Leesburg 


KDA, Inc.—Architect 


Mechanical Engineer, Hurst Associates е Electri 
Engineer, Peter Barna e Historical! Consultant, doh 


| р. В. 
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“Colonel Nicholas Minor, who was the origi- 
nal developer of Leesburg, Virginia, was very 
particular about what, when and how buildings 
were erected on his subdivided lots. After he 
sold this lot (#16) to Mahlon Janney and Janney 
failed to erect a building on time, Minor, on 
September 15, 1763, then sold the lot to Stephen 
Donaldson, a silversmith. The 20 x 16’ building 
with the 10-foot pitch is the only original log 
house remaining in Leesburg” and has gone 
through many uses over the years, the latest of 
which (before being rescued) was as part of a 
dry-cleaning plant. Restoration efforts were 
begun in 1974 when the original log shell was 
stripped, re-chinked, re-roofed and a new fire- 
place was constructed, based on the remains of 
a central fireplace foundation found during 
these efforts. 

It wasn't until late 1978 that KDA was asked 
to coordinate efforts to renovate the existing 
log structure for the purpose of housing a dem- 
onstrating eighteenth-century craft along with 
retail sales of period items and also facilities for 
a live-in artisan, To be included were, complete 
mechanical system (heating, cooling), toilet 
facilities and lighting for almost any use within 
this broad category. 

With the exception of mechanical systems, 
the basic design approach was simply—how 
would the original builder/owner expand the 
house if he were doing it—which turned the 
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design task primarily to one of historic ma 
rials and methods research 
Physical space requirements made it песе 
sary to arrange the stair up to the loft level to 
outside of the main space itself in the form 0 
shed addition and connected to a new porch 
the rear of the log house. (Not an original part 
the house but a common occurrence on local | 
house construction). The existing ground flg 
was then designed to house the craft дета 
stration and retail sales display while the | 
level was designed as a small efficiency apa 
ment for the live-in craftsman. (See Plans). Ge 
erally, all materials and finishes throughd 
were applied using authentic methods and ted 
niques common to the period during which t 
log house was originally constructed. 
Located within the Historic District in do 
town Leesburg, the Leesburg Log House is in 
urban environment and shares a city block w 
the Leesburg Town Hall and the оидо! 
Museum. 
R. H. Russell of Leesburg was general cd 
tractor and handled foundations, maso 
work, stonework supply and labor, handrai 
carpentry, millwork, roof and wall insulatid 
wood doors and gypsum board. The Town 
Leesburg handled landscaping 
Subcontractors & Suppliers 
(Leesburg firms unless noted) 
Crider & Shockey, Winchester, concrete sug 
lier; J. T. Hirst & Co., Inc., mortar & miscella 
ous metal; Carl Collis, caulking, painting cd 
tractor & paint supplier; Ball & Ball, hardwa 
supplier; Weller Tile & Mosaics, Inc., Ashbui 
ceramic tile; George Rollinson's Woodwoi 
special flooring; McCann Plumbing & Heati 
Inc., plumbing contractor; C. J. Payne Heating 
Cooling, Inc., heating/air conditioning contra 
tor; and Whitney Jackson, electrical contractd 


Founded 187t 


irst Baptist Church 


outh Boston 


. W. Huff Jr.—J. Carl Morris and Associates, Inc.— 
Architect/Engineer 


Structural Engineer, Randall A. Strawbridge, Inc. е 
Interior Furnishings, 1. 1. Sams and Sons ® General 
Contractor, J. E. Burton Construction Co., Inc. е Photo- 
graphy. J. Terry Cox, AIA. 


| 


ЕЕЕ 


The new sanctuary for the First Baptist Church іп South Boston, was started in March of 1979, 
finished and dedicated February 10, 1980 

The design for the building grew out of a desire to fit it into the community in which the church 
plays a prominent part. Its Colonial design fitted the area's Colonial heritage, the Williamsburg 
influence is seen as well as some of the classic Greek architectural forms such as the Doric columns 
of the front portico 

Traditionally, church buildings are designed with a vertical thrust symbolizing their commitment 
to God. The cupola, which tops this building, was chosen as an appropriate way to focus the 
structure upward. The octagonal shape of the building is the Jeffersonian approach with its earlier 
form being the Parthenon in Rome. This shape allows the congregation to be gathered around the 
pulpit allowing a close fellowship. The seating for approximately 515 is provided for by cushioned 


walnut pews (Continued on page 56) 
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Jewell Ridge Coal Company 


Corporate Headquarters, Tazewell County 
Architectural Designs, Inc.—Architect 


Interior Design and Photography, by the Architei 
General Contractor, Beavers 8 Cecil, Contractors, 


The Jewell Ridge Coal Company's Corpo 
Headquarters Building is located adjacen 
State Route621, which services Jewell Valle 
Tazewell County. The 14,000 square foot, t 
level facility was completed in Novembe 
1979 

The building site is located on the crest d 
long, high, and rather steeply-sided ridge, n| 
the company's extensive mining operatio 
The ridge-top site provides unobstructed 4 
breath-taking vistas of the Southwest Virgi 
mountains that surround Jewell Valley 
building is oriented on the site, as is the ei 
sequence by car, to take full advantage o 
rather unique location 

The building program required the constr| 
tion of office area for the administrative d 
executive branch of the company. Space 
provided for over twenty offices. Support fu 
tions include computer data equipment, уаш 
drafting area with print room, and a la 
employees' lounge. the building is also cq 
pletely accessible to the handicapped. 

Due to the client's desire to move from t| 
former office building to their new headquart 
as quickly as possible, the project was laid 
on a fast-track, phase construction basis. 
construction phases consisted of site work d 
general grading, concrete foundation wo 
structural steel system, precast concrete ра 
system, general work package, and plumbi 
HVAC, and electrical systems. This approd 
limited construction delays and expedited 
building's completion. 

The design for the Jewell Ridge Coal Cq 
pany's Corporate Headquarters Building 
developed from a five-foot grid module. Theg 
module allowed the use of manufactu 
standard building components including ani 
grated ceiling system. demountable partitio 
exterior wall panels, and structural system. 1 
use of these standard components reduced 
need for custom detailing and fabrication, wh 
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ег cut construction time. The modular sys- 
was also utilized as an ordering device with 
end result being a well proportioned and 
ropriately scaled solution. 
е building envelope and concrete floor 
bs are suspended upon a structural steel 
ework of beams, columns, and bar joists. 
exterior envelope consists of insulated 
al, and precast, textured concrete panels 
und the upper and lower levels, respectively. 
concrete panels are recessed to create a 
ding form with a firm and massive base, 
ken away from the lighter upper level, allow- 
itto hover above. The building form symbol- 
Б the stability, integrity, and professionalism 
he Jewell Ridge Coal Company. 
eavers & Cecil Contractors, Inc. of Tæswell 
Б general contractor and handled excavat- 
. sodding, seeding, etc., foundations, ma- 
ry work, Steel erection and carpentry. 
Subcontractors & Suppliers 
hoenix Concrete Products, Inc., Roanoke, 
stressed concrete; General Shale Corp., Rich- 
ds, masonry supplier; Fritz Str. Steel Co., 
ley Head, AL, steel supplier; Vulcraft, Flor- 
e, SC, steel joists; Engineering Sales, Bristol, 
Steel roof deck, miscellaneous metal, hand- 
s & specialties; Nolen Products, Inc., Knox- 
е, TN, millwork, paneling, cabinets & wood 
brs; Tremco, Cleveland, OH, caulking; and 
пага Smith Sheet Metal & Roofing, Inc., 
ет, built-up roof. 
nd, Dynamit Nobel, Northvale, NJ, other 
fing; Johns Manville, Denver, CO, roof insu- 
оп; Holston Glass, Kingsport, TN, sheet 
al, glazing contractor, windows & store- 
t; L. 0. Е. Kingsport, ТМ, tempered bronze 
55; Trimble Co., Inc., Johnson City, TN, metal 
prs & frames & hardware supplier; Industrial 
Iding Panels, Inc., Troy, М1, window wall; 
hn Н. Hampshire, Inc., Roanoke, plaster con- 
tor, gypsum board contractor, acoustical 
Rtment, resilient tile & wall covering; Joe 
nero Tile Co., Inc., Bristol, ceramic tile & 
Arry tile; Wellco, Calhoun, GA, carpet; Hesse 
urt, Inc., Roanoke, painting contractor; 
sburgh Paints, Pittsburgh, РА, paint manu- 
turer; Mahone, Inc., Roanoke, equipment; 
erican Standard, New Brunswick, NJ, plumb- 
fixture supplier; Barnette, Inc., Richlands, 
mbing/heating/ventilating/air conditioning/ 
сігіса! contractor (General Electric lighting 
lures). 


J. В. EURELL СО. 


Roof Deck Contractors 


Specializing in: 


GYPSUM ROOF DECKS е WOOD FIBER ROOF DECKS 
LIGHTWEIGHT CONCRETE ROOF DECKS 
ASPHALTIC PERLITE FILL 


Telephone 262-8648 5805 School Avenue 


P.O. Box 9427 
RICHMOND, VA. 23228 
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MARVIN C. COWHERD INC. 


CONTRACTORS 
ELECTRIC HEATING, REWIRING & REPAIRS 


FREE ESTIMATES 
"SERVICE AROUND THE CLOCK” 


RADIO DISPATCHED TRUCKS FOR EMERGENCY SERVICE 
CALL 525-0555 
573-7830 
CIRCUIT BREAKERS—HEAVY-UPS—ELECTRIC WATER HEATERS 
8117 RANSELL RD., FALLS CHURCH, VA. 
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Bathhouse/ Concession Facility 


Hungry Mother State Park, Marion 
Architectural Designs, Inc.—Architect 


Hungry Mother State Park is located in the 
forest covering Southwest Virginia's Blue Ridge 
Mountains. The park, off State Route 16, 5 miles 
north of Marion, provides for a variety of leisure 
and recreational activities. Park facilities in- 
clude a restaurant, campgrounds, picnic shel- 
ters, riding trails, a boat dock and lake complete 
with a beach. Some of the activities undertaken 
there are picnicking, hiking. horseback riding, 
camping, fishing, boating and, of course, 
swimming. 

The park's existing bathhouse, which was 
located between the main entrance and picnic 
area, and was also immediately adjacent to the 
beach, had over the many years since its con- 


struction become functionally outdated. Also, 
the wood frame building was deteriorated from 
weathering and normal wear. The Park Service 
concluded it was necessary to remove and 
replace the old building. 

The new bathhouse facility, which included a 
concession/snack bar, was completed in the 
spring of 1980, in time to serve the park for its 
busy summer season. It was constructed in the 
same location as the removed building. The old 
foundations were excavated and the existing 
utilities tied into the new facility. 

The program for the project consisted of pro- 
viding bathhouse facilities for men and women, 
and a concession area. The bathouses have 
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Interior Design and Photography, by the Archit 
General Contractor, Lincoln Builders Supply Со.) 


dressing areas, changing booths, showers, lo 
ers, toilets, and lifeguard equipment stor 
The concession/snack bar provides for fi 
preparation, storage, and serving. Also 
locker-key pickup window is included within 
is a first aid station and employees’ toilet. 

As in most architectural projects, there w| 
several key design considerations prompte 
the site and the program. One of the most im, 
tant considerations was to design the facilit 
be compatible with the existing natural еп 
onment. Earth-colored split-ribbed concr] 
masonry in combination with wood siding, v 
dows, and trim make up the exterior of the bu 
ing. The choice of these materials reflects 
desire to minimize the facility's intrusion i 
this wooded area 

Consideration of the existing built envir 
ment resulted in the final building form. 
reduce the scale of the facility, the program 
divided into its three major elements: 
womens' bathhouse (1400 sq. ft.), the те) 
bathhouse (1400 sq. ft.), and the concessi 
snack bar (1200 sq. ft.). Since the facility i 
direct link between the beach and the rest of 
park, concrete walks and low masonry w 
were utilized to strengthen this connection. 
building structure itself, consists of prefa 
cated exposed wood trusses and load-beari 
masonry walls 


Due to today's cost of energy, it was а 
decided to make the facility as energy effici 
as possible. Natural lighting and ventilat 
were primary concerns (the facility is clo: 
during the winter months). Clerestory awn 
windows and skylights have proved more t 
sufficient to light the bathhouse. Also, th 
clerestory awning windows in conjunction 
wood, wall louvers negated the need for mech; 
ical ventilation. the concession/snack t 


Founded 187 


ріоу5 large expanses of operable, screened 
Indows for natural lighting and ventilation 
he interior materials selection was dictated 
the need for durable construction and ease of 
aning in this high-use facility. Epoxy painted, 
ooth-faced concrete masonry, metal lockers, 
d non-slip, hardened concrete floors were 
оѕеп. Also, impact and scratch resistant, 
ted acrylic glazing was installed to further 
lolong the service life of the bathhouse/con- 
ssion facility. 
Finally, the facility had to provide for maxi- 
im control with a minimum of park personnel. 
so far has met that challenge. The interior 
out utilizes clear, direct circulation routes as 
base. A strongly controlled entry and exit 
stem, also keeps pedestrian traffic moving 
iciently with a minimum of conflicts. 
Lincoln Builders Supply Co., Inc. of Marion 
S general contractor and handled excavat- 
, Sodding, seeding, etc., foundations, con- 
ete work, masonry work, carpentry, cabinets, 
ulking, roofing and gypsum board 
Subcontractors & Suppliers 
Leo's Exterminating Co., Bristol, ТМ, soil treat- 
lent; Pendleton Construction Corp., Marion, 
ncrete supplier; Lightweight Block Co., Inc., 
anoke, masonry supplier; Truswal Systems, 
iami, FL, structural wood; Engineering Sales 
гр., Blountville, TN, metal doors & frames & 
Ckers; Trimble Co., Inc., Johnson City, TN, 
indows & hardware supplier; Joe Rainero Tile 
0., Inc., Bristol, special flooring; S & S Painting 
ontractor, Marion, painting contractor; Lee's 
lines LTD., Roanoke, specialties; Fire & Safety 
ontrol Companies, Salem, fire protection; 
oland Co., Roanoke, plumbing fixture/lighting 
xtures supplier; Brinkley Plumbing, Heating & 
lectrical Contractor, Wytheville, plumbing/ 
eating/ventilating/electrical contractor; and 
ray Bar Electric Co., Inc., Roanoke, electrical 
iquipment supplier 
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South Count 


MH/MR Center 


at Key Intermediate School, Fairfax County 


Mintz & Easter, AIA—Architect 


Difference in ability makes no difference in 
human worth. Every student deserves the oppor- 
tunity to develop the skills, knowledge, and atti- 
tudes which increase independent functioning 
to the highest level of potential. The intent is to 
equip the students with those abilities which 
will enable them to become happy and useful 
members of society. 

The program for multiple handicapped and 
moderately retarded students, age 5-21 is part 
of a continuum of services offered by the Spe- 
cial Education Division of Fairfax County Public 
Schools. The program is designed to serve stu- 
dents who function from the moderately through 
the profoundly retarded range of intellectual 
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development. In addition to the primary disabil- 
ity of retardation, many students have overlap- 
ping educationally significant handicaps, such 
as sensory deficits or behavior disorders. 
Because of the severity and multiplicity of the 
handicaps present in the moderately retarded 
and multiple-handicapped population, the cur- 
riculum is based on specific needs which pro- 
vides for sequential training in self-care, func- 
tional academics, social adjustment, and occu- 
pational and vocational skills. A low student/ 
staff ratio allows for individualized program- 
ming to meet the needs of each student. Thera- 
pists and specialists are engaged in ongoing 
assessment of all students, and demonstrate 
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Project Architect, James F. Easter, Jr., МА Ed 
tional Consultant, Michael Bednar, AIA e Project М 
ager, Thomas Hanton © Interior Design, Mintz 
Easter, AIA * Civil Engineer, William Н. Gordoi 
Structural Engineer, Anthony Beale * көзе: 
0 
tractor, $ & J Associates е Rendering, Bob Brack 


adaptive equipment and remediation techniq 
when requested. Organizationally, the ргодга 
is self-contained during the early years, movil 
through team teaching, modular scheduli 
and departmentalized vocational training. 

The South County Center for the Multig 
Handicapped/ Moderately Retarded is designi 
to accommodate this curriculum and provi 
the special characteristics of a building 
moderately retarded and multiple-handicap| 
students, insuring an environment which 
encourage the maximum development of ea 
student socially, emotionally, physically, a 
academically. 
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& J Associates of Fairfax was general con- 
tor for the project. 
Subcontractors & Suppliers 

rom Fairfax were: Richard І. Schoenfelder, 
., folding partitions & gym equipment; Fred 

ton Paving, Inc., paving; Omega Fire Protec- 
‚ fire extinguishers; Trovato Electric Co., 
„ electrical; Webb Builders Hardware, Inc., 
dware & toilet accessories; and Associated 
ss Co., Inc., glass windows & doors. 
lexandria firms were: Marty's Floor Cover- 
Co., Inc., carpet & resilient tile; McClary Tile, 
„ ceramic tile; National Pools, Inc., hydro- 
гару pool; Virginia Roofing Corp., roof & 
et metal; and Temple Masonry, Inc., 
sonry. 

thers were: Trowbridge Steel Co., Inc., Lees- 
0, re-rods; Payne Painting Co., Herndon, 
Iking, paint & special coating; S. W. G., Inc., 
итоге, MD, room signs, cast letters; Over- 
d Door Co. of North Washington, Beltsville, 
‚ rolling grille; Greensteel, Inc., Lorton, chalk 
tackboard; Doral Manufacturing Co., Inc., 
wark, NJ, hollow metal; RBH, Inc., Oxon НИ, 
‚ stucco, plaster, insulation & acoustic; Ennis 
сігіс Co., Inc., Manassas, electrical; Ronco 
chanical Contractors, Inc., Clinton, MD, 
VAC; Arlington Woodworking & Lumber Co., 
., McLean, millwork; Steel Products, Inc., 
скуе, MD, lockers, casework & toilet parti- 
ns; Stanley Magic Door, Inc., Beltsville, MD, 
tomatic door; Arlington Iron Works, Inc., 
nassas, structural 8 miscellaneous steel; 
d Globe Products Corp., Baltimore, MD, vene- 
п blinds. 
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County Facilities 


diesel-fired emergency generator. A hose drying 
tower is adjacent to the rear of the apparatus 
ay. 

Included in the program was a requirement 
for a small office suite for the Providence Dis- 
trict Supervisor. The station being located on a 
corner property offered a natural opportunity to 
develop a side and main entrance for public 
access to the Supervisor's Office. 

Е.Н. Glover, Inc. of Bailey's Crossroads was 
general contractor for the project. 

Subcontractors & Suppliers 

Fairland Excavating Co., Gaithersburg, MD, 
earthwork; Contractors Termite & Pest Control, 
Vienna, termite control; William B. Hopke Co., 
Inc., Alexandria, site utilities; Superior Paving 
Corp., Centreville, bituminous paving; Beltway 
Landscapers, Mt. Vernon, landscaping; Ameri- 
can Stone, Inc., Newington, precast sills; Adams 
Fabricated Steel Corp., Washington, DC, struc- 
tural steel; Hallmark Iron Works, Inc., Newing- 
ton, miscellaneous iron; Trowbridge Steel Co., 
Inc., Leesburg, rebars; Arlington Woodworking 
& Lumber, Inc., McLean, millwork; and Orndorff 
& Spaid, Inc., Beltsville, MD, roofing & sheet 
metal 

Also, Fairfax Glass Co., Falls Church, glass, 
storefront & aluminum windows; Dodd Broth- 
ers, Inc., Falls Church, lath, plaster & drywall; 
McClary Tile, Inc., Alexandria, ceramic & quarry 
tile; Acoustical Ceilings, Inc., Merrifield, acous- 
tical; Fairfax Tile & Linoleum Co., Inc., Alexan- 


(From page 29) 


Tune & Toler, Inc. 


Plumbing, Heating & Electrical 
Contractors 


MASONIC BUILDING PHONE 432-3821 
CHATHAM, VA. 


St. Reg. #7452 


dria, VAT: Steel Products, Inc., Rockville, MD, 
toilet partitions & steel lockers; Bilt-Rite Steel 
Buck Corp., Greenbelt, MD, hollow metal; Over- 
head Door Co. of Metro Washington, Inc., 
Newington, overhead doors; and Graham, Van 
Leer & Elmore Co., Inc., Tyson's Corner, wood 
folding doors. 

Others were: Modern School Equipment Inc., 
Richmond, chalk & tackboards & projection 
screen; Southside Manufacturing Co., Danville, 
wardrobes & miscellaneous furnishings; Sico, 
Incorporated, Minneapolis, MN, folding beds; 
Voell Custom Kitchens, Washington, DC, kitchen 
& laundry equipment; Higham Company, Inc., 
Alexandria, painting & vinyl; A-Citywide Cool- 
ing & Heating Co., Inc., Annandale, plumbing; 
Air Movers, Inc., Springfield, HVAC; and Weller 
Electric Co., Great Falls, electrical contractor. 


Correction 


In the October issue coverage of 
Weidmuller Terminations, Inc., on 
page 49, there was an error in the 
boldface credits. The sole General 
Contractor was Heindl-Evans, Inc. 
and Site Preparations were the work 
of J. H. Martin & Sons, Contractors, 
Inc. 


J. T. ELEY, JR. 


Masonry Contractor 


Phone (804) 393-4019 
1811 County St. 
PORTSMOUTH, УА. 23704 


Robert S. Lovelace Co., Inc. 


Mechanical Equipment 


804/358-0404 


Post Office Box 7315 


Richmond, Virginia 23221 


W. O. GRUBB STEEL ERECTION, INC. 


51. Reg. #8605 
STEEL ERECTION ө EQUIPMENT RENTAL 


Phone 321-5887 


3400 Vawter Avenue 


RICHMOND, VA. 23222 


1428 East High Street 
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CHARLOTTESVILLE GLASS & MIRROR CO. 
"BEE-WARM INSULATION GLASS" 
TEN YEAR WARRANTY 
KAWNEER VISUAL STORE FRONT CONSTRUCTION 
Distributor for MIRAWAL PORCELAIN BUILDING PANELS 
24-Hour Emergency Service 


Phone 293-9188 
Charlottesville, Va. 
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REAL ESTATE 
SALES 
PROPERTY MANAGEMENT 
RENTALS 


HUGH L. HOLLAND, JR. 


Phone 539-3200 Residence 539-4229 
Professional Building. Suffolk, Virginia 23434 


Garber's of Richmond Inc. 
Trading as 
THE OVERHEAD DOOR COMPANY 
OF RICHMOND 
Sales - Service 
Insulation 
2201 E. Franklin St. 
RICHMOND, УА. 23223 
Phone 648-3041 


Virginia Sprinkler 
Company, Inc. _ 


Complete & Approved 
AUTOMATIC SPRINKLER 
SYSTEMS 


Emergency Calls Accepted 
Serving Virginia 
Maryland & Washington, D.C. 


Call 798-8385 


P. 0. BOX 986 
ASHLAND, VIRGINIA 23005 


CASKIE 
PAPER 
COMPANY 


“A Paper For Every Purpose” 


Phone 237-5905 
33 Cabell Street 
Lynchburg, Virginia 


The sanctuary may be entered either through 
the portico on Main Street into a vestibule or by 
way of the porte cochere on the side of the 
building which leads into a larger vestibule 
which acts as a connection to the existing edu- 
cational facility. Both entries are spacious with 
slate floors, and the handicapped can enter with 
no steps to hamper them 

Upon entering the sanctuary, one immediately 
sees the high-vaulted ceiling which creates a 
feeling of openness and spaciousness, condu- 
cive to worship. The ceiling is crowned by the 
large, open cupola which to the top of the cross 
is 72 feet above the ground. As you look about, 
the three large stained glass windows, from the 
existing sanctuary, blend beautifully. The pulpit 
is nearly in the center of the building, symboliz- 
ing the central role of the Scripture and the 
spoken word of preaching. This area is open to 
the congregation, by design, as four steps com- 
pletely surround the pulpit, stressing the free 
access 

Music, an important aspect of Christian wor- 
ship, is provided by a pipe organ which was 
completely re-worked for the new building. The 
Communion Table is located in front of the pulpit 
with the Baptistry directly behind and above 
this area. The entire interior has been accom- 
plished with one central motive: to make possi- 
ble a place for gathered worship which speaks 
with dignity. 

The building is a steel structure with exterior 
masonry walls. The main floor is a slab on 
grade. Itis heated by heat pumps with hot water, 
oil fired baseboard units as an alternate. The 
architectural area of the building is 8,143 square 
feet 

An exhibit featuring this church is now on 
display by the Baptist Sunday School Board, 
Nashville, Tennessee. 


architectural millwork 


LUMBER 


WOOD ROOF TRUSSES 


BUILDING MATERIALS 


P. 0. BOX 2436 е LYNCHBURG, УА. 
804 • TELEPHONE 845-8006 


PLUMBING—HEATING—VENTILATING 
11048 Warwick Road 


8435 Lee Highway 
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First Baptist Church 


Warwick Plumbing & Heating Corp. 


Mechanical Contractors 
St. Reg. #2411 


NEWPORT NEWS, VIRGINIA 23601 


Interstate Electric Supply Co., Inc. 


А THOMAS LIGHTING CENTER 


Lighting Fixtures 


COMMERCIAL — INDUSTRIAL — RESIDENTIAL 


Fairfax, Virginia 
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J. E. Burton Construction Co., Inc., of So 
Boston, was general contractor and hand 
foundations, carpentry and structural wood| 


Subcontractors & Suppliers 

Melvin Rogers & Son Nursery & Landsc 
Contractors, South Boston, landscaping; Wa 
Construction Co., South Boston, grading & p 
ing contractor & stonework contractor; Ho 
Steel Service, Inc., Weldon, NC, reinforci 
steel contractor, steel erection/joists & m 
doors & frames; C. L. Burton, masonry cont 
tor & wall insulation; Alwine Brick Co., maso| 
manufacturer; Eastern Building Supply Co., В 
mond, masonry supplier; J. E. Burton Const 
tion Co., Inc., South Boston, carpentry & st 
tural wood; Taylor Bros., Inc., Lynchbi 
millwork, paneling & cabinets; Richmond 
moid, Inc., Richmond, waterproofing; and 
ton Sheet Metal, Inc., South Boston, roof 
tractor, roofing & roof insulation. 

Also, Climate Control, Inc., South Bost 
sheet metal & plumbing/heating/ ventilating 
conditioning contractor; Old Dominion Stai 
Glass Co., Inc., Richmond, stained glass; Р 
sants Hardware, Richmond, hardware suppl 
Louis Brown Plastering Co., Lynchburg, plag 
contractor—stucco; Conner Drywall, 50 
Boston, gypsum board contractor; Hite Tile ( 
Collinsville, special flooring—slate & acousti 
treatment; Hamilton's Floor Fashions & 
Inc., Lynchburg, resilient & acoustical tile; 
Sams & Sons, Inc., Waco, TX, carpet; Ra 
Dyer, South Boston, painting contractor; Haj 
Corp., Roanoke, Fiberglas Baptistry; A. R 
son, cubical curtain; Thomas C. Pulliam, so 
system; and Elliott Electric Service, Inc., 50 
Boston, electrical contractor (GE lighting 
tures & electrical equipment) 


SEABOARD 
PAINT & SUPPLY CO. 
Phone 489-7600 


Distributors of 
SCHLAGE, YALE and 
KWIKSET HARDWARE 
40th & Killam Ave. 
NORFOLK, VA. 23508 


AIR CONDITIONING & REFRIGERATION 
Phone 599-6111 


Phone 560-2500 
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РОВ ТНЕ ВЕСОВО 


Barbara Р. Graf, Executive Vice President of 
rspace Incorporated, national interior de- 
and space planning firm, is pleased to 
ounce the appointment of Cathy B. Allgeier 
rincipal of the Washington Design division. 


5. Allgeier brings 18 years of experience as 
lesign professional and educator to the firm. 
raduate of Pratt Institute with a Bachelor's 
ree in interior design, she obtained her Mas- 
5 degree in 1971. After involvement with two 
hitectural firms in Pennsylvania, Ms. Allgeier 
ей Associated Consulting Engineers in Bei- 
Lebanon. Upon returning to the United 
tes, she became Interior Design Coordinator 
he Colorado State University's Art Depart- 
ї and practiced as a design consultant to 
fessional firms in Denver. In 1974, she was 
Rined to establish the Interior Design pro- 
m at the University of Texas—Arlington's 
о01 of Architecture and Environmental De- 


hy B. Allgeier Appointed Principal 
Interspace Incorporated/Washington 


sign. (This program received FIDER accredita- 
tion in 1978.) 

Most recently, Ms. Allgeier was Corporate 
Director of Interior Design for Benham-Blair and 
Affiliates, Inc. of Oklahoma City. Her profes- 
sional work has appeared in such national pub- 
lications as Interiors, The Designer, Designer's 
West, and Technodomica magazines. 

As Principal of Interspace/ Washington, Ms. 
Allgeier assists with the overall management of 
the design division. Her responsibilities entail 
project management, coordination and review, 
marketing presentations, managing project 
scheduling and supervising the day-to-day pro- 
duction and operations of the division. 

An educator member of ASID and IBD, she is 
also a member of IDEC, and a professional affil- 
iate of the American Institute of Architects. A 
past jury panel member, Ms. Allgeier has also 
been guest speaker for the American Manage- 
ment Association in Fort Worth, Texas 


Cathy B. Allgeier 


DUSTRIAL 


. Kinney Dedicates 
lonial Heights Facility 


S.P. Kinney Engineers, Inc. of Carnegie, Penn- 
ania has expanded their operations with 
manufacturing facilities at Colonial 
ghts, Chesterfield County, Virginia, and cele- 
ted their first shipment with a dedication 
lemony on Friday, November 2151 
inney is the world's oldest and largest manu- 
turer of motorized automatic self-cleaning 
Riners. This equipment is used to remove 
bris from river, lake and sea water in indus- 
| plants. They have many installations in this 
a e.g. Vepco, Continental Can, Allied Chemi- 
and duPont. Kinney also manufactures large 
ves, burners and allied equipment for use in 
steel and blast furnace industry. 
inney Engineers' was founded in 1941 by S.P. 
ney. Rol F. Kinney is the President and Board 
Airman. 


Hanover 
Iron & Steel, Inc. 


ORNAMENTAL IRON 
RAILINGS—COL UMNS—GATES 
FABRICATION—ERECT ION 

Dial 
798-5604 or 798-5200 
101 S. Leadbetter Road 
Ashland, Va. 23005 
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HOWELL 
Steel Service, Inc. 


Structural & Miscellaneous 
Steel Fabricators 
COMMERCIAL — INDUSTRIAL 
RESIDENTIAL 
Уа. St. Reg. #10009 


Phone 919-536-3168 
Weldon, N. C. 27890 


Commercial 


1390 New Hope Ка. 


Phone 
231-9631 


Myers and Whitesell, Inc. 
Electrical Contractors 
St. Reg. #9497 
Industrial— Institutional 
Phone 703-943-6261 


L. R. Brittingham 
Company 


Acoustical Tile Ceilings 
Material & Installation 


Industrial — Commercial 


Phone 855-5909 1564 Alder St. 
Norfolk, Virginia 


Waynesboro, Va. 


3204 Hull Street 
Richmond, Va. 23224 


COMMERCIAL—INDUSTRIAL 
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Able Equipment, Inc 
Atlantic Contractors Equipment & Supply, Inc 
Attco Equipment, Inc 
Augusta Steel Corp 


Beltway Construction Co., Inc 
Binswanger Glass Co 
W. W. Boxley & Co 

L. R. Brittingham Co 
Bryant-Durham Electric Co., Inc 
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The Walter E. Campbell Co.. Inc 
Capital Concrete, Inc. . LT 
Capital Masonry Corp 
Caskie Paper Со...... 
Chapman & Martin, Inc 
Charlottesville Glass & Mirror Co 
Costen Floors, Inc 
Marvin C. Cowherd, Inc 
б. 0. Crosby 


Electric Service Co 
J. T. Eley Jr 
J. B. Eurell Co 


RAY'S PLASTERING 
INC. 


STUCCO— ACOUSTICS 


St. Reg. #15211 


Raymond W. Eley— President 
Phone 484-1101 


4825 Manor Avenue 
PORTSMOUTH, VA. 23703 


P.O. Box 91 


Metal Toilet Partitions 
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L. F. Jennings, Inc. 
General Contractor 


703-241-1200 


AUGUSTA STEEL CORPORATION 


Hollow Metal Doors & Frames 
Miscellaneous Specialty Items 

COMMERCIAL 
Contact: A. R. (Pete) Gieson — Raymond Shaner — Al White, AHC 


P.O. Box 980, Verona, Virginia 
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HANCOCK-FUQUA 
INC. 


General 
Contractor 

St. Reg. #3 
Phone 528-0300 
LYNCHBURG, VIRGINIA 


Falls Church, Va. 


Rolling Steel Service Doors 
Finish Hardware 
INDUSTRIAL 


Phone 703-248-2301 


VIRGINIA RECORD 


-L 


Leadbetter Construction Co 
В. E. Lee Electric Co., Inc 

Liphart Steel Co.. Inc..... « 
William P. Lipscomb Co., Inc. . . . 
Robert S. Lovelace Co., Inc 


-M 


J. S. Mathers, Inc 
Myers & Whitesell, Inc 


0- 


Richard A. Oliva & Sons, Inc 


Р 


Petroleum Marketers, Inc 
Piedmont Electric Supply Согр,..... 
Pro Erectors 


Rabe Electric Co., Inc 
Ray's Plastering Inc 
Redford Brick Co., Inc i 
Roanoke Iron & Bridge Works, Іпс.......... 


„$= 


St. Lawrence Catholic Church 
H. E. Satterwhite, Inc... . 
Schell Supply Согр..... E 
Seaboard Paint & Supply Со... 
Shockey Bros., Inc 
Shore Engineering Со 
L. C. Smith, Inc 
Leonard Smith Sheet Metal & Roofig, Inc. 

Southern Waterproofing & Concrete Co., Inc 
Southside Bank 


Superior Paving Corp. ................ 
е 9 

Taylor Bros., INC. ................... 

Taylored Floors ........... 

Thompson-Arthur Paving Со. ... 

Tune & Toler, Inc, ................ 
EN 

United Masonry, Inc. of Virginia .......... 
алғы 

Virginia Roofing Corp. ............ s 

Virginia Sprinkler Co. іпс............... 
—W— 

Warwick Plumbing & Heating Corp. ........ 


Waynesboro Nurseries. Inc 
Webster Brick Co., Inc... . 
Wilmar Contractors, Inc 
F. Richard Wilton, Jr., Inc 
J. B. Wine & Son, Inc... Я р 
Wood Roofs, Іпс.............. 
C. W. Wright Construction Co., Inc 


Founded 18 


L. Е. MELLOTT, INC. 


ELECTRIC SERVICE CO. 


Service—Integrity 


WVNAYNESBORO 
URSERIES 


PHONE 703/942-4141 
WAYNESBORO, VIRGINIA 22980 


Ф Commercial Construction 


* Design Engineering 


FLOWERING TREES — SHADE TREES 
FLOWERING SHRUBS — EVERGREENS 


* Energy Maintenance 


е Jobbing 


LANDSCAPE SERVICE 


Ask for Free Copy 48 - page 
Planting Guide - Catalog in color 
DISCOUNT TO CONTRACTORS 


Stran J. 5. MATHERS, ІК. 


The other way to build General Contractor St. Reg. #5808 
COMMERCIAL — INDUSTRIAL — INSTITUTIONAL 
WAYNESBORO, VIRGINIA 22980 Phone (703) 942-7121 


FUEL OILS, Inc. 


DEEP WATER TERMINAL ROAD 
P.O. Box 34370 
RICHMOND, VIRGINIA 
TELEPHONES: 231-0251, NIGHTS 355-5745 


РГА 


о 


CAPACITY OVER 
24,000,000 
GALLONS 


3826 South Four Mile Drive 
Arlington, Va. 22206 379-2210 


P. O. Box 579 


DISTRIBUTING FROM 
ONE OF RICHMOND'S LARGEST AND 
MOST MODERN TERMINALS 
ALL GRADES OF 


FUEL Olt 


Homer S. Wilson, Jr John W. Smith 


Chairman of the Board President 
HOME 2 INDUSTRY қ Thomas M. Holder Alvin P. Jennings Edward М. Brooks 
an Vice President Vice President Vice President 
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Every Good Wish 
For 1981 
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